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DeareSir 


Report on Uniform Policies and Bylaws 
Related to Water and Sewage Facilities 
and the Establishment of Rates and 
Charges for these Facilities 


We are pleased to submit herewith the second volume of the 
above Report dealing with sewerage facilities and sewer rates. 
The first volume of this Report dealing with water facilities 
and water rates has already been submitted and approved. 


The Report has been prepared using the best available fore- 
casts of capital expenditures on sanitary sewerage over the 
next 5 years. Those forecasts should be compared with the 
official 5 year capital budgets when these are available. 
If there is significant difference between the level of 
spending contemplated in this report and that which is 
decided upon by the Region, the suggested sewerage sur- 
charge should be reviewed, and if necessary, revised. 


After careful consideration of alternate systems of charging 

for sewerage service, we have recommended that a uniform Regional 
charge be set up to be imposed as a percentage surcharge on all 
Regional water bills. This surcharge would replace all existing 
sewage charges and rates with the exception of frontage and 
connection charges which are presently being paid under the 
Local Improvements Act, Section 362 of the Municipal Act, 

and under Provincial financed schemes. We further recommend 
that future local works, also continue to be financed under 

the provisions of the Local Improvement Act, or Section 362 
Ofccne Municipal Act. 


The recommended system is in harmony with "the user pays" 
philosophy inherent in the recommendations of Volume 1 
of this Report. With the exception of frontage and connec- 
tion charges, households in all parts of the Region using 
Similar amounts of water will pay similar charges for sanitary 
sewerage service. 


We thank you for the opportunity to prepare this Report and 
would be pleased to review it with you in detail at your 
convenience. 


Yours: very truly 


The Proctor & Redfern Group 
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ABBREVIATIONS 
MIG = MILLION IMPERIAL GALLONS 
MIGD = MILLION IMPERIAL GALLONS PER DAY 


gpcd = IMPERIAL GALLONS PER CAPITA PER DAY 
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SYNOPSIS 


ae 


It is recommended that the Regional Corporation determine 
the method to be used to charge persons making use of 


Regional Sanitary Sewerage Systems and that the Regional 


meOnpOration set such charges. 


It is recommended that the Regional Corporation impose 


a uniform surcharge of 90% on all gross Regional water 


bills to persons using the Regional Sanitary Sewerage Systems. 


thisesurcharge is (to be madesup..of va Sanitary sewer rate 


and a sanitary sewage service rate as follows: 


Sanitary Sewer Rate ) 55% 
Sanitary Sewage Service Rate 35% 
Total Surcharge 90% 


It is estimated that this surcharge will provide adequate 


revenue to meet all costs arising from the operation, mainten- 


ance, repair, capital cost and debt charges for Regional Sanitary 


Sewer Systems for the period 1975 - 1979. 


It ir recommended “ict frontage Ana connection ahs rape: 
outstanding under the Local Improvement ACtPTSECTLON S62 
of the Municipal Act and Provincially financed shemes 
continue in effect and that new local sewers continue 

to be installed in developed areas on the basis of the 
Local Improvement Act or Section 362 of the Municipal Rete 
It is further recommended that existing policies set down 
by the Region respecting payment by developers for new 


sewers in subdivisions continue to be enforced. 


Two proposed sewer bylaws are presented, as follows: 


(a) a regulartory bylaw governing sanitary sewer use 
and 
(b) a bylaw to provide for imposing and collecting a sewer 
surcharge on water bills. A commentary on the main 


features of these bylaws is given in the text. 
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CHAPTER, 1 


INTRODUCTION 


dew GENERAL 

The Regional Municipality of Hamilton-Wentworth was formed on 

the lst of January, 1974, and is composed of the City of Hamilton, 
the Towns of Ancaster, Dundas and Stoney Creek and the Townships 
of Glanbrook and Flamborough. The Region is located in an area 
of industrial importance to Southern Ontario and has been a focal 
point of industrial economic and residential growth during the 
last decade. All indicators point to this area continuing in its 


role of importance in this respect. 


The City of Hamilton, the Towns of Ancaster, Dundas and Stoney 
Creek and the Township Ofnl amor onan had made substantial invest- 
ments inthe provision of water supply and sewage collection and 
disposal facilities prior to the formation of the Regional Govern- 
ment. Each of the municipalities had levied charges and rate 

_ Structures for the provision of these services in order to meet 
their requirements for debt charges and operation and maintenance 


costs. 


The cost of constructing and operating these systems varied bet- 
ween the various municipalities forming the Region. In addition,-: 
there were a great number of alternatives open to a municipality 
in the setting of a rate structure to recover these costs from 
the users. Consequently, the manner of billing wsers for water 
and sewer services, and the payments made by households and in- 
dustries, vary widely among the area municipalities. Sewer and 
water use by-laws which form the effective tool of local govern- ’ 
(ee to regulate the proper use of these facilities are also not’ 


of a uniform nature, and do not exist in some municipalities. 


Water and sewerage services are two of the responsibilities which 


have been assigned to the Regional Government. The purpose of 


this report is to recommend suitable uniform by-laws and rate 
structures for consideration by the Region. This volume (Vol. 
II) deals with sewage. Volume I is a companion report dealing 
with water supply and has already been submitted and approved 


by Regional Council. 


The report has been prepared in accordance with the latest 
revisions to the Hamilton-Wentworth Act as passed in Provincial 


Legislature in December 1974. 


-1.2. TERMS OF REFERENCE 

Thewtlerms of Reference governing the preparation. of ‘this report 
are eentained in Appendix I. This report is essentially a short- 
term study, covering the period until 1979. It is significant 
Comnoce that it is expected that ne Provincial Property Re- 
assessment will be complete in the Region within the next two 
years. The adoption of this new assessment eee will have rami- 
fications in many areas of municipal financemesOfeparticular 
_importance to this study is the effects on sewér revenues raised 
as a surcharge on water bills, some of which are, in turn, 


levied on an assessment base. 


1.3 POPULATION PROJECTIONS 

In order to examine the financial implications of any proposed 
rate structures for sewage service, it is necessary to pee : 
projection of the population which will be served by these 


facilities over the period of study. 


In setting the population projections for the period 1975 to 
wey, the advige of the Hamilton-Wentworth Regional Planning 
Department was sought and reference was made to data in the 


wl 


report "Hamilton-Wentworth Waste Management Study whose pop- 


ulation projections over a much longer period time had been 


1: "Hamilton-Wentworth Waste Management Study" 
Proctor & Redfern Interim Report No. l 


made after detailed analysis of Government of Ontario statistics. 


The figures obtained were then examined in light of known dev- 
elopment plans and particular preferences and expressed aims of 


the area municipalities. 


The projected populations which will be served by sanitary 


sewerage systems are shown in Figure l.l. 


PROJECTED POPULATIONS SERVED BY 


FIGURE 1.1 


MUNICIPAL SANITARY SEWERAGE SYSTEMS 


‘Municipality 1974 

Hamilton 247500 
Dundas 45200 
Ancaster 8,300 
Stoney Creek 8,900 
Flamborough 37 00 
TOTAL 230,900 


Lo75) 
2527000 
14,100 
8,600 
10,100 
4,700 


289,500 


GUE 
256,900 
14,100 
8,900 
13.00 
4,700 


2955900 


L9O7g 
261,800 
14,600 
won. 200 
12,500 
4,700 


302,800 


LOTS 
266,600 
157200 
9,500 
13,700 
4,700 


309,600 


The above population figures have been based on an estimate of 


the populations of the sewer serviced areas as a proportion of 


population of the water service areas (see Vol. I, Water). 


LOTS 
271,400 
15,600 
9,800 
14,900 
4,700 


316,400 


the 


CHAPTER II 


PROPOSALS 


Patel GENERAL 


There are five existing municipal sewerage systems within the 
Region of JA ee These are located in the City 
of Hamilton, the Town of Ancaster, the Town of Dundas, the 
Town of Stoney Creek and the Township of Flamborough. Figure 
2.1 shows the interrelationship of these five systems, the 


treatment plants and their annual sewage flows for the year of 


BE) EBS 


FIGURE 2.1 


EXISTING SEWERAGE SYSTEMS 


Town of 
Dundas 
629 mig 


Township of 
Flamborough 
SOP mMLy 2) 


Town of 
Stoney Creek 
800 mig(2) 


Town of 
Ancaster (1) 


“Caityeort Hamilton 
2p eo mig (3) 


Waterdown | 
Sewage 

Treatment 
Plant 


Kances tet 
Sewage 

Treatment 
PLant 


21,972 mig 


Woodward Ave. (4) 
Sewage 

Treatment 

Plant 
Flows shown are annual figures for 1973. 


(1) Sewerage System in Town of Ancaster presently under con- 


struction. Initial flows to Hamilton system projected 


ror 1976. 
(2) Estimate 
(3) Includes some storm runoff from combined sewers. 
(4) Formerly known as City of Hamilton Sewage Treatment Plant. 


(5) Formerly known as Town of Dundas Sewage Treatment Plant. 
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The maps in Appendix 2 show the extent of the areas presently 


serviced by municipal sewerage systems. 


22 EXISTING BY-LAWS, RATES & CHARGES 

By-laws regulating the construction and use of sewers and drains 
presently exist for the City of Hamilton, eer town of Dundas, 
the Township of Ancaster (now the Town of Ancaster), the Town 

of Stoney Creek, the Township of Saltfleet (now part of the Town 
of Stoney Creek), the Township of Glanford, and the Township of 


Binbrook (now part of the Township of Glanbrook). 


Some of these existing by-laws, e.g., Townships of Glanford and 


Binbrook, are oriented to sewage disposal in a rural environment 


‘where individual facilities are constructed for each house, as 
opposed to the urban areas with piped sewerage systems which 


are the subject of this report. 


The full texts of all existing by-laws are given in Appendix 


Wor 34 


In computing revenue requirements, it has been assumed that 
all levies against land owners under the Local Improvements 
Act and Section 362 of the Municipal Act including charges 
for Provincially financed schemes ,insofar as they relate to 


frontage and connection charges will continue to be enforced. 


The rates and charges to users of sewerage facilities vary 
between the area municipalities. Basically, two main forms 
of rate are in use 

- a surcharge on the water bill 

- a charge on an assessment base, collected as part 


of the general tax levy G.e2, o milirate charce) 


(1) The sewerage system in the Town of Ancaster is presently 
under construction. The project is being financed and 
Supervised by the Ontario Ministry of the Environment. 
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In addition to these general rates for sewerage services, many 
property owners in the Region have made, or are making payment, 
for local works under the provisions of the Local Improvement 
Act, Section 362 of the Municipal Act, and under Provincially 


financed schemes. 


In order to better understand the extent of actual total costs 
for sewerage service and for purposes of comparison between 
“€osts in each area municipality, it is useful to consider 

the total estimated costs of sewerage service for the year 

of 1974 expressed as a mil rate on the equalisied assess- 
ment, for each area municipality. The peruaimcost accruing 

to a property nominally assessed at $18,000* may then be 


computed, thus giving a reasonably valid comparison of 


actual existingcosts.) | Data Bye described above is given in 
Fig. 2.2. As no charges wee made in Ancaster for sewerage 
Service in 1974°we have projected the 1975 costs and used 

this figure for comparison purposes. The relatively.high 

per household figure for Ancaster is due, in pact, to Ehe 
assumption that debt charges will be paid on all capital 
works, less the Provincial Government subsidy. In reality, 
this debt service may be reduced as property owners elect to 
pay a lump sum for connection and frontage charges. In the 
initial years of operation, the outstanding debt on the system 
may be reduced substantially in this manner. If, for example, 
outstanding debt was reduced by 20%, the average annual cost 


to a property assessed at $18,000 would be reduced to $96. 


* The nominal assessment of $18,000 was derived by applying 


7 ak te 
the Provincial Equalization Factor for Hamilton to that Civy 6 


average residential assessment of $5,000. 


(Equalizing factor for Hamilton = 27.5% 


$5000 = 30 OE = $18,181) 
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PAP GS. REVENUE REQUIREMENTS 

The revenues required to meet all Operation and maintenance, 
Capital and debt charges for all Sanitary sewerage 

systems within the Region have been projected for the years 
Eon > aL ArOugi 1979 and are Presented si VAP i dures, 293 to 247 

A summary of projected revenue requirements is given in 
Figure 2-8, Operation and maintenance costs have been paren 
on present day unit costs escalated at the rate of 10% per 
annum and applied to the projected sewage flows for the study 


period. 


Debt charges on proposed works have been based on 
estimates of the five-year capital works program 
obtained from the Regional Engineering Department, which 


ere Given/| in: Figurel 289, 


Modest expenditures are projected for provision of sewerage 
Service in Glanbrook ‘late in the study period. Debt 

charges arising from these works would be very small in 
relation to total costs within the Region and would not 

Come anto etfect in 197385) 0n account, of this, these rigures 


have been omitted from the financial projections. 
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2.4 RATE SYSTEMS 

2.4.1 General 

The revisions to Section 77 of the Hamilton-Wentworth Act 
which have recently been passed by the Provincial Legis- 
lature Limit the alternatives open to the Regional Corporation 
with regard to charging for the provision of sewage facilities. 
The revised legislation does not permit the Regional Corpora- 
tion to charge back sewerage costs to an Area Municipality 


as set out in the original Hamilton-Wentworth Act. 


' The recommended rate system presented below has Em ean 
to meet the following requirements: 

a) It is permitted under the revisions to the Hamilton- 
Wentworth Act. 

b) It incorporates a rate feature which may be applied 
to all areas of the region served by sanitary sewer 
Systems. 

c) It is reasonably easy to administer and enforce. 

d) It is compatible with Section 362 of the Municipal 
Act, which permits a Municipality to levy a 'sewage 
service rate' for operation and maintenance of 
Sanitary sewerage system, as well as a "sewer rate" 


to meet capital and debt charges. 


In the financial analyses which follow, revenues accruing to 
the region by virture of payments under the Local Taco vane 
Act or Section 362 ofethe Municipal Act. have not. been taken 
into account, thus making the projections of revenue somewhat 
conservative. However, the mee uence of these revenues is not 
large when considered in the context. of total regional expen- 


ditures on sanitary sewerage service. 


2.4.2 Recommendations 
It is recommended that the Region establish a uniform surcharge 
on all water bills for the purpose of raising revenues required 


for sanitary sewerage purposes. 


4 A wre raf 
: ay oe ba oe - ' 
f hii, it. Size eat aka a) tie 
a> oars 2 k=) ale Ri venta 
fet Somes Ad curmeria seo Are 7 


Fie nik nia 
a) 7 7 


' 7 p ‘ 

Pale | ne 2 7 , a ' 1h 

| - bi : Eve =e Cs | PG wr 
o>. | Vo we bight’ 
= . 
ee ee Sa ee, 


re Ls. paod F ot. Tr 


7 aie ioe at) Yaleeete Jie cod 


senataye 


eR = 


The surcharge would be made up of a sanitary sewer rate and a 
Sanitary sewage service rate with the costs for the capital 
expenditures, debt charges, operation, and maintenance of the 
Sanitary sewerage systems serving all Area Municipalities being 
charged back to the persons in the Region who are connected to 
the sanitary sewer systems. This surcharge would be uniform 
throughout the Region and would be assessed as a percentage 


Surcharge on the water bills. 


The estimated surcharge and the division between the sanitary 


sewer rate and the sanitary sewage service rate are as follows: 


\ 


% ON ANNUAL WATER BILL 
LOTS LOG Ou ae L978 


Sanitary Sewer Rate 55 55 55 55 


Sanitary Sewage Service Rate 35 35 35 35 
TOTAL SURCHARGE 90 90 90 90 


The recommended surcharge can be imposed without the approval 


of the Ontario Municipal Board. 


Now that Volume 1 of this Report dealing with water rates has 
been approved by Regional Council, and the residential water 
rates are to be phased in to a uniform rate over a five year 
period, it is axiomatic that adoption of this recommendation 
will also phase in uniform sewer rates over the same time 


period. 


Revenue and expenditure projections for the study period 
based upon the recommended uniform surcharge on all water 


bills are given in Fig. 2.105 


A particularly significant effect of the proposed surcharge 
will be to increase the revenue obtained from commercial, 

institutional and industrial contributors. It is estimated 
that at present, revenues obtained from various charges to 


this category account for approximately 45% of all sanitary 
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sewer revenues. Under the recommended surcharge, this 


figure will increase to 65% in 1979. 


A comparison of proposed charges to residential dwellings 
using the same amount of water, with existing charges is 
shown in Fig. 2:11. The charges shown are exclusive of 


connection and frontage charges. 
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ate THE LOCAL IMPROVEMENT ACT, SECTION 362 OF THE 
MUNICIPAL ACT AND SUBDIVISION AGREEMENTS 


We have considered the feasibility of the Region installing all 
new sewers in existing developed areas out of the capital budget 
instead of using the provisions of the Local Improvement Act or 


Section 362 of the Municipal Act. 


If the Region were to proceed in this manner then the Region 
should also consider forgiving or absorbing payments due for 
work already carried out using the provisions of these Acts, as 
well as frontage and connection charges due under Provincially 


financed schemes. 


This could lead to inequities where one homeowner has already 
paid cash for the charges assessed for the installation of a 
sewer and an adjacent homeowner is paying his share of the costs 
on a deferred basis. The homeowner paying on a deferred basis 
would be forgiven his share of the outstanding costs whereas 

the homeowner who has paid on a cash basis would receive no 


rebate. 


In addition, in order to be consistent, and so that each home=- 
owner or each prospective homeowner is dealt with on an equal 
basis, the Region would also pay for all sewers in new develop- 
ments out of the capital budget instead of having the subdivider 
install these facilities at his cost as set out in the standard 
subdivision agreement. A further problem associated with ne 
approach would be the unprecedented demand for the extension of 


sewer facilities into presently unserviced areas. 


We, therefore, recommend that 

coe Payments due for work carried out under the provisions 
of the Local Improvement new, PSS PS, 362 of the Municipal 
Act, and Provincial schemes, in respect to frontage and 


connection charges, should continue andbe paid to the Region. 
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2% New local sewers up to and rec aeeraG 18" diameter should 
be installed in existing developed areas on the basis 
of the Local Improvement Act or Section 362 of the 
Municipal Act. Any oversizing of these sewers should 
be paid outvof tthe capital budget. 

Swe The developers should continue to pay for and install 
new sewers in subdivisions in accordance with the 


current policies set down by the Region. 


fhe use ot the Local Improvement Act or Section 362 of the 
Municipal Act by the Region may require additional Regional 


Staff to implement the provisions of these Acts. 


26 ' SEWER BYLAWS 

The proposed sewer bylaws are given in the green pages which 
follow. There are two bylaws, one being a regulatory bylaw 
while the other provides for the imposition and collection 


of the sewer surcharge on the water bills. 
The main features of these bylaws are as follows: 


ie The Sewer and Drain Bylaw has been developed to cover 
both sanitary sewers and storm sewers. 
The sections of this bylaw dealing with 
(a) Storm sewer are applicable to the Area Municipality 
of the City of Hamilton, and 
(b) Storm sewers are only applicable 
(i) in other Area Municipalities in the Regional 
area when such Area Municipalities enact bylaws 
adopting the provisions of this bylaw in that 
respect, or 
(ii) in the whole or any part of any other Area 
Municipality in the Regional area when the 
Regional Corporation enacts a bylaw assuming 
responsibility for storm sewers in the whole 


or any part of such Area Municipality, and 
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(c) Storm water private drains, storm water yard sewers 
and other aspects of storm drainage, other than 
storm sewers, are only applicable in the whole 
or any part of any Area Municipality 
(i) when the Area Municipality enacts a bylaw adopt- 

ing the provisions of this bylaw, or 
(ii) when the Regional Corporation enacts a bylaw 


assuming responsibility therefor. 


~Property owners are given nine (9) months in which to 


connect to the sewers. An extension of not more than 
two (2) years from the end of the nine (9) months 
period may be given but not more than two extensions 


may be granted. 


Sanitary sewage flows are to be kept separate from 


storm drainage flows. 


Property owners are to maintain and repair any yard 
sewer or private drain. The Regional Corporation and/ 
or the Area Municipality may pay for the repair if 


there is a break in the private drain. 


Dumping of septic tank wastes and the discharge of 
holding tanks is to be by permit only and'’at a cost 


of $5.00 per thousand gallons. 


No person is to discharge into any sanitary sewer or 
Sanitary private drain any storm water, surface 

water, ground water, root run-off, sub-surface drainage 
including weeping tiles, uncontaminated water or, 
except in the case of residential properties, total 
quarter yearly sanitary flows in excess of the total 
quarter yearly metered water consumption from the 


Regional watermains for the same period. 


Where sanitary sewage flows are in contravention of 
the bylaw then the owner is to be responsible for 
treating the wastes or is to bear the cost of the 
treatment of the sanitary sewerage flows to subject 
to an agreement with the Regional Corporation, to 


make them conform to the Bylaw. 
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The Bylaw to provide for imposing on and collecting 
from owners or occupants of land rates a surcharge 
sufficient to pay the cost of the Regional sanitary 
sewage system establishes a sewer surcharge made up 
as follows: 

a) A "sanitary sewer rate" to cover the capital 
cost and debt charges of sanitary sewage works, 
Forgbo/5 this sanitary sewer rate will be 55% 
of the annual water rssialit, 

b) A “sanitary sewage service rate" to cover the 
cost of the operation, repair and maintenance 
of the sewage works. For 1975 this sanitary 
sewage service rate will be 35% of the annual 
water bill. 

The total surcharge on the water bills will therefore 


be 902%. 


The sewer surcharge based on the gross annual metered water 


rate is subject to a 10% discount for prompt payment. 
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THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. 


TO REGULATE THE USE OF PUBLIC AND PRI- 
VATE SEWERS AND DRAINS, THE INSTALLA- 

TION AND CONNECTION OF BUILDING SEWERS 
AND DRAINS AND THE DISCHARGE OF WATER 
AND WASTES INTO THE SANITARY SEWAGE 


SYSTEMS OF THE REGIONAL MUNICIPALITY 
OF HAMILTON-—WENTWORTH 


YATES and YATES 
Barristers 
15 Kang St. W. 
Hamilton, Ontario 
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THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 
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BY-LAW NO. 


TO REGULATE THE USE OF PUBLIC AND PRI- 
VATE SEWERS AND DRAINS, THE INSTALLA~ 
TION AND CONNECTION OF BUILDING SEWERS 


ta ne rn rn rR PN ee 


AND DRAINS AND THE DISCHARGE OF WATER 
AND WASTES INTO THE SANITARY SEWAGE 
SYSTEMS OF THE REGIONAL MUNICIPALITY 


OF HAMILTON-WENTWORTH 


WHEREAS it is provided by Section 77 of The Regional Municipality 
of Hamilton-Wentworth Act 
(a) that the Regional Corporation has on and after 
January 1, 1974, the sole responsibility for 
the collection and disposal of all sewage in 
the Regional Area except as provided for in 


sub-section (8) of Section 77 of The Regional 


Municipality of Hamilton-Wentworth Act, and 


{(b) that all of the provision of any general Act 
relating to the collection and disposal of 
sewage by a municipal corporation apply mutatis 
mutandis to the Regional Corporation, and 
WHEREAS under sub-section (9) of Section 77 of The Regional Muni- 
Ccipality of Hamilton-Wentworth Act the Regional Corporation may 
assume, by By-Law, the responsibility for storm sewers within any 


Area Municipality, and 


WHEREAS the Regional Corporation by the enactment of By-Law No. 
9-73 assumed responsibility for all storm sewers within the City 


4 


of Hamilton, and 


WHEREAS under paragraph 129 of sub-section (1) of Section 354 of 
The Municipal Act, which is made applicable to the Regional Corp- 
oration by virtue of sub-section (1) of Section 77 of The Regional 
Municipality of Hamilton-Wentworth Act, the Regional Corporation 
is empowered to prohibit and regulate the discharge of any gaseous, 
liquid or solid matter into land drainage works, private branch 
Grains and connections to any sewer, sewer system or sewage works 
for the carrying away of domestic sewage or industrial wastes, or 


both, whether connected to a treatment works or not. 
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NOW, THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 
HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


DEFINITIONS 


1. In this By-Law, unless the context otherwise requires, the 
expression - 
(a) “Area Municipality" means any one or all of the following 
(i) The Corporation of the City of Hamilton, 
(ii) The Corporation of the Town of Dundas, 
(iii) The Corporation of the Town of Stoney Creek, 
(iv) The Corporation of the Town of Ancaster, 
(v) The Corporation of the Township of Glanbrook, 
(vi) The Corporation of the Township of Flamborough, 
as constituted by Section 2 of The Regional Municipality 


of Hamilton-Wentworth Act, and 


(b) “building drain" or "building sewer" means 


(i) that part of the lowest horizontal piping 
of a drainage system in or adjacent to a 
building and which receives the discharge 
from a soilipipe, or waste pipe, om other 
drainage pipe, and conveys it to the yard 


sewer, and 
(ii) wherever used in this By-Law, both a sani- 

tary building drain and a storm water build- 

ing drain, and 

(c) "biochemical oxygen demand" means the quantity of oxygen 

used in the biochemical oxidation of organic matter under 
standard laboratory procedure in five days, properly 
controlled at 20° Centigrade, expressed in parts per 


million by weight, and 


(d) "Gatchbasin" means a drain installed to collect surface 


water from an open area and to trap solids, and 


(e) "combined sewer" means a sewer intended to function sim- 


ultaneously as a storm sewer and as a sanitary sewer, and 
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(g) 
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“Commissioner of Engineering" means the Commissioner of 
Engineering for the Regional Corporation or the person 


Guly authori zed "to act im his) stead, .and 


"garbage" means solid waste from the preparation, cook- 
ing, dispensing of food and from the handling, storage 


and sale of produce, and © 


"main sewer" means any sewer, other than a private drain 
Or yard sewer, owned, operated, maintained or controlled 
by the Regional Corporation or the appropriate Area Mun- 


icipality to which private drains are connected, and 


"person" 


(i) means any person, firm, co-partnership or corpora- 
tion,er any trustee, manager or other person either 
individually or jointly with another owning or oc- 
cupying any building or place or having the manage- 
ment or supervision of any building or plant to 


which this By-Law applies, and 

(ii) includes any agent, workman, servant or employee of 
such person, firm, co-partnership or corporation, 
and 

"pH" means the logarithm (to the base 10) of the recip- 

rocal of the weight of hydrogen ions in grams per litre 


of solution, and 


"private drain" means 


(i) that part of a drainage system which connects a 
yard sewer to a main sewer and is situated within 


the limits of the highway allowance, and 
(ii) wherever used in this By-Law, both a sanitary private 
drain and a storm water private drain, and 
"Regional Area" means the area from time to time included 
within the Area Municipalities established pursuant to 
section 2 of The Regional Municipality of Hamilton- 


Wentworth Act, and 
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“Regional Corporation" or "Regional Municipality" means 


The Regional Municipality of Hamilton-Wentworth, and 


"Sanitary building drain" means a building drain to carry 
domestic, commercial and industrial wastes or any of 


them, and 


"sanitary private drain" means a private drain to carry 
domestic, commercial and industrial wastes or any of 


them, and 


“sanitary sewage" includes domestic, commercial and 
industrial wastes including contaminated water from 
cooling or condensing systems and air-conditioning 


systems, and 


"Sanitary sewer" means a sewer for. the collection and 
transmission of domestic, commercial and industrial 


wastes or any of them, and 


"sewage" includes drainage, storm water, domestic 


wastes, commercial wastes and industrial wastes, and 


"Sewage works" means all sewers, sewer systems, pumping 
stations, sewage treatment plants and other works for 
the collection, acceptance, transmission, treatment and 


disposal of sewage, and 


-"standard methods" mean the examination and analytical 


procedures Set forthein the edition, current at the date 
of testing, of "Standard Methods for the Examination of 
Water, Sewage and Industrial Wastes" published jointly 


by the American Public Health Association, the American | 


Waterworks Association and the Water Pollution Control 


Federation, and 


"storm drainage" includes rain, ground or surface water 


and uncontaminated water, and 
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(v) 


(w) 


(x) 


(y) 
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(1) 


"storm sewer" or "storm drain" 
(i) means a sewer to carry storm drainage, but 
(ii) does not mean a sewer to carry sanitary sewage, and 
"storm water building drain" 
(i) means a building’ drain to carry storm drainage, but 
(ii) does not mean a building drain to carry sanitary 
sewage, and 
"storm water private drain" 
(i) means a private drain to carry storm drainage, but 
(ii) does not mean a private drain to carry sanitary 
sewage, and 
"storm water yard sewer" 
(i) means a yard sewer to carry storm drainage, but 
(ii) does not mean a yard sewer to carry sanitary 
sewage, and 
"suspended solids" means solids that either float on the 
surface of, or are in suspension in water, sewage or 
other liguid and which are removable by laboratory 
filtering, and 
"yard sewer" 
(i) Means that ~partof a drainage system outside a 
building commencing» at a point three (3), feet 
from the outer face of the wall of a building 
and connecting the building drain to a private 
drain connection or to any other place of dis- 
posal, and 
(ii) includes that part of a drainage system between a 
catchbasin and a storm water private drain or 
other place of disposal, and 
(iii) means, wherever used in this By-Law both a sanitary - 
yard sewer and a storm water yard sewer. 
APPLICATION OF BY-LAW 
Nothing in this By-Law is to be construed as purporting 


to permit anything which by the provisions of any appli- 
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(2) 


(1) 


(2) 


cable Act or Regulation is prohibited and where there is 
a conflict in this respect between the provisions of the 
applicable Act or Regulation, and the provisions of this 
By-Law, the provisions of the applicable Act or Regula- 


tion are to prevail. 


The sections of this By-Law dealing with 


(a) storm sewers are applicable to the Area Munici- 


pality of the City of Hamilton, and 


(b) storm sewers are only applicable 
(i) in other Area Municipalities in the Regional 
Area when such Area Municipalities enact 
By-Laws adopting the provisions of this By~- 
Law in that respect, or 
(ii) in the whole or any part of any other Area 
Municipality in the Regional Area when the 
Regional’ Corporation enacts a By-Law assum- 
ing responsibility for storm sewers in the 
whole or any part of such Area Municipality, 
and 
water 
(c) storm/private drains, storm water yard sewers and 
other aspects of storm drainage, other than storm 
sewers are only applicable in the whole or any 
part of an Area Municipality 
(i) “when the’ Area Municypalityvenacts™a By- 
Law adopting the provisions of this By- 
Law, or 
(ji) “when the Regional Corporation enacts a 


By-Law assuming responsibility therefor. 


ADMINISTRATION AND ENFORCEMENT 


The Commissioner of Engineering is responsible for the 
administration of this By-Law in all areas where the 
Regional Corporation has jurisdiction and control over 


t 


sewage works. 
If the Regional Corporation does not pass a By-Law assum- 
ing responsibility for storm drainage in the whole or any 


part of an Area Municipality and the Area Municipality 
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has passed the necessary By-Law adopting the provisions 
of this By-Law, as described in sub-section (2) of 
section 2, then the Area Municipality is responsible for 
the administration and enforcement of the provisions of 
Apa Be dealing with storm sewers, storm water build- 
ing drains, storm water yard sewers and storm water 


private drains. 


SEWER CONNECTIONS 


Where a parcel of land on a highway or ther public 
communication in which there is a main sewer to which 
such land may readily be drained, the owner is to install 
yard sewers and private drains in the manner hereinafter 
provided, for the drainage of the land to the main sewer, 
and where he fails to comply with this requirement the 
Regional Corporation and/or the appropriate Area Munici- 
pality, whichever is the case, after the expiration of 
nine (9) months notice in writing addressed to the owner 
at his address according to the last revised assessment 
roll and sent by prepaid registered mail, the Regional 
Corporation and/or the appropriate Area Municipality, 
whichever is the case, may enter in and upon the prop- 
aesiee of the owner and may install the same at the expense 
of the owner, and the cost is to be added to the collect- 
ors roll of the Area Municipality and collected in like 


manner as realty taxes are collected. 


Upon the application of the owner the Regional Corporat- 
ion and/or the appropriate Area Municipality, whichever 
is the case, may grant an extension of not more than two 
(2) years een ene end of the nine (9) month period des- 
cribed in sub-section (1) ete section but not more 


than two (2) extensions may be granted in respect of any 


property. 
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CONNECTION WHERE LAND NOT DIRECTLY SERVICED 
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Where a parcel of land does not abut on a highway or 
other public communication in which there is a main sewer 
to which such hans May readily be drained, but there is 
some other sewer to which the land may readily be drained 
and for the cost of which such parcel has not been spec- 
ially assessed, such parcel may be drained to such other 


main sewer 


(a) upon the owner receiving the written consent 
of the Regional Corporation and/or of the 


appropriate Area Municipality, whichever is 
the (case, (and) 


(b) upon the execution and GBegistration on atitle 
of an Agreement in the form set forth in 
Schedule “A wand 


the owner of the land is to pay annually for a period of 
ten (10) years, a special rate per foot frontage of such 
land as may be fixed by the Regional Corporation or the 
appropriate Area Municipality, whichever is the case, and 
such special rate may be commuted for the sum per foot 
frontage as may be fixed by the Regional Corporation or 
the appropriate Area Municipality, whichever is the case, 


less any annual payments which have been made on account 


Of principals 


Notwithstanding the provisions of this section, where 

any such land is charged with local improvement rates 

or other sewer construction rates at any time within 

the ten (10) year period described in sub-section (1) of 
this section, the remaining installments of the special 
rate imposed pursuant to this section are to be cancelled, 
and, where a payment has been made in commutation of the 
said special rate, the amount applicable to the unexpired 
portion of such ten (10) year period is to be refunded to 


the jownervot the Land. 


All special rates imposed pursuant to this section are to 


be entered on the collector's roll of the Area Municipality 


- 35 = 


involved and collected in like manner as realty taxes are 


collected. 
YARD SEWERS AND PRIVATE DRAINS 


6. (1) After the date of the enactment of this By-Law, 


(a) no person is to install any yard sewer for the 
Carriage of both sanitary sewage and storm 
drainage, but every person installing a 


yard sewer is responsible 


(i) where a sanitary sewer is available, 
that a sanitary yard sewer is installed 


and connected, and 


(ii) where a storm sewer is available, that 
a storm water yard is installed and 


connected. 


(6) no person is ‘tommnccall any private drain for 
the carriage of both sanitary sewage and storm 
drainage, but every person installing a private 


drain connection is responsible 


(i) where a sanitary sewer is available, 
that a sanitary private drain is in- 


stalled and connected, and 


(ii) where a storm sewer is available, that a 
storm water private drain is installed 


and connected, but 


notwithstanding the provisions of this paragraph 
where only a combined sewer is available a sanitary 
private drain and a storm water private drain are 
to be installed, except where there is an existing 
private drain. 

(2) Where land is used for residential purposes, not more 


than one lot or building or premises, is to be connected . 


into one yard sewer or into one private drain. 


(3) Notwithstanding the provisions of sub-section (2) Of this 
section, all dwellings within a row of attached dwellings 


may be connected into one private drain 1f 
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(6) 


(7) 


(8) 


(a) each dwelling, or group of dwellings, has its own 
separate building drain connected to a common yard 


sewer, and 


(b) all dwellings either remain in the same ownership 
or the yard sewer is the responsibility of one 
person. 
Where land is used for non-residential purposes, not more 
than one lot or building or premises is to be connected 


into one yard sewer or into one private drain. 


Notwithstanding the provisions of Sareeaeri on (4) of 
this section, where a group of buildings are erected on 
one parcel of land under one ownership, all units or 
buildings may be connected into one private drain if 


(a) each unit, or building has its own separate 
building drain connected to a common yard 


sewer located outside the building, and 
(b) all units or buildings remain in the one 

ownership. 
Where any lot which is drained into a main sewer .is sub- 
divided, each part into which it is subdivided is to be 
drained by yard sewers and private drains which are not 


connected to any other land. 


Notwithstanding the provisions of sub-section (6) of this 
section, where the lot is used for other than Poduetrial 
a commercial purposes, the existing private drain and 
yard sewers serving any building may be used for more 
than one parcel, 
(a) if the building was constructed pricr to the 

year 1975, and 


(b) aif the main sewer to which the building is 
connected was constructed prior to the year 
1275. 


The provisions of sub-section (7) of this section do not 
apply to lots, the buildings upon which are, 
(a) demolished in whole or in part, or 


(b) reconstructed in whole or in part. 
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PERMIT, BOND AND NOTICE 


Sanitary yard sewers, sanitary private drains and lateral connec- 
: a ee ee ee ELIS She Lace rad COnnec 
tions to a sanitary yard sewer 


7. (1) With ‘the exception of work done by duly authorized ser- 
vants of the Regional Corporation, no person is to com- 
Mencewany work) of construction, reconstruction, repair- 


ing, installing, altering, or connecting the whole or 


any part: of any 


(a) sanitary yard sewer or lateral connection to a 
Sanitary yard sewer or any appurtenance thereof 
without a permit signed by the Commissioner of 


Engineering, and 


(b) Sanitary private drain or any appurtenance 
thereof ; 


(i) - without a permit signed by the 


Commissioner of Engineering, and 


(ii) without notifying the Engineer 
for the Area Municipality respons- 
ible for the roadway and, if re- 
quired, obtaining a road cut permit 


from the Area Municipality. 


Storm water yard sewers, storm water private drains, catchbasins 


connected to a yard sewemgand lateral connections to. a storm 
water yard sewer 
(2) With the exception of work done by duly authorized ser- 

‘vants of the Area Municipality having jurisdiction and 
control over storm drainage, no person is to commence 
any work of constructing, reconstructing, repairing 
installing, altering or connecting the whole or any 
part of any storm water yard sewer, storm water private | 
Grain, catchbasin connected to a yard sewer or lateral 
connection to a storm water yard sewer, or any appurte- 
nance thereof without a permit signed by the Engineer 


for the Area Municipality. 
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(3) 


(4) 


The permits required under Ssub-sections (1) and (2) of 
this section are not to be issued until the person who- 
is to do the work has deposited with the Commissioner of 
Engineering and/or the Engineer for the appropriate Area 
Municipality, whichever is the case, 


(a) an indemnity bond, issued by a surety company 
licensed to carry on business in Ontario, in 
a form acceptable to the Regional Treasurer 
and the Regional Solicitor and/or the Solicitor 
for the appropriate Area Municipality for the 
sum of $1,000.00 and which is to guarantee payment 
to the Regional Corporation or the appropriate 
Area Municipality of the cost to it of all works 
and repairs carried out by it, as a consequence 
of that person's performance of the work, during 
each year and for a period of two (2) years after 


completion of the work, and 


(b) a certificate of insurance in the amount of 
$100,000.00 for property damage and $200,000.00 for 
public liability) paid up to a date subsequent 
to the date for completion of the work for which 


the permit is issued and such insurance 


(iJe 41S (tG) be Vssued by a company licensed 


to carry on business in Ontario, and 


(ii) is to be in a form that is acceptable 
to the Regional Treasurer and the 
Regional Solicitor and/or the Solicitor 
for the appropriate Area Municipality. 
The bond is to guarantee payment to the Regional Corpor- 
ation and/or the Area Municipality, whichever is the case, 


of the cost of all works and repairs rendered necessary 


by or from the performance of the work. 


No person is to perform or commence any work of repair- 
ing any part of any yard sewer or private drain or appur- 
tenance thereof until after he has notified the following: 


(a) in the case of sanitary private drains, Sanitary 
yard sewers and lateral connections to a Sanitary 


yard sewer the Commissioner of Engineering, and 
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(b) 


eg Ghee 


in the case of storm water yard sewers, storm 
water private drains, catchbasins connected to 
a yard sewer or lateral connections to a storm 


water yard sewer the Engineer for the Area Muni- 


Cipality. 


Every application for a permit 


is to be in writing in the form set forth in 
Schedule "B", and is to be signed by the Owner 
of the land to be drained, or by his agent duly 
authorized in writing, and 

is to show the full name and full address of the 


person who 1s to do the work; and 


is to be made Bhided evening the same to the 

office of the Commissioner of Engineering or 
the Engineer of the appropriate Area Munici- 
together with 


pality, whichever is the case, 


(i) three (3) copies of 


and specifications, 


proper plans 


and 


a complete analysis of the wastes 


( 4a) 
to, be ‘discharged to all yard.sewers - 
(> eu private rt drains “itrom dandnstnial 
4% or commercial premises, and 
AW 
20 > include the permit fee set forth in Schedule 
Q >, oe . 
nee 
Fm SSLOne I 20 f Engineering or the Engineer of the 
2 .Cipality, whichever is the case, may waive the 
x 


Oven for plans, specifications and analysis des- 


nh "sub-section (6) of this section, in relation 


described in sub-sections (1) and (2) of this 


that are under the respective jurisdiction and 


of the Regional Corporation or an Area Munici- 


wherever in his opinion they may safely be dis- 


pensed with. 
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All pipe used for yard sewers, 


STANDARDS FOR PIPE AND FITTINGS 


private drains and lat- 


connections to yard sewers is to meet the standards 


set by the Commissioner of Engineering or the Engineer 
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for the appropriate Area Municipality, whichever is the 
Case, in ‘respect ‘of iworksrdescribed under this By-Law 
as coming under the jurisdiction and control of the Reg- 


ional Corporation or of an Area Municipality. 


In all cases the fittings used in the construction of 


private drains 


-(a) are to be equal in quality to the pipe used, and 


(b) are to be suitable, in the opinion of the Com- 
missioner of Engineering or of the Engineer for 
the appropriate Area Municipality, whichever is 


the case, for the type of pipe used. 


No person is to install any yard sewer or any private 


drain, 


(a) of a capacity that in the opinion of the Com- 
missioner of Engineering or of the Engineer for 
the appropriate Area Municipality, whichever is 


the case, is less than adequate, or 


(b) “of a Giameters that as dess than that-o2r* the 


building drain, and 
that in any event is of a diameter of not less than six 
Pmchese (Orel meee Area Municipality of the City of 
Hamilton and five ipcnes (5%) in the other Area Munici- 


palities in the Regional Area. 


INSTALLATION OF YARD SEWERS AND PRIVATE DRAINS 


peers yard sewer and private drain is to be designed, 
constructed and installed in accordance with generally 
accepted good practice, with all joints completed with 
suitable materials and in a proper workmanlike manner, 
finished clean and smooth on both the outside and inside 
of the pipe, and, at the line of the highway, having 

the top of the pipe at least seven feet (7'-0") below 

the level of the finished surface of the roadway opposite 
that point, or at such higher elevation only as may be 


necessitated by the level of the main sewer. 
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Every private drain connection is to be connected to a 
main sewer, using proper "T" or "Y" fittings. Saddles 
may ony be used where approved by the Commissioner of 
Engineering or the Engineer for the appropriate Area 


Municipality, whichever is the case. 


The slope of the yard sewers and private drains is not 
to be Jess’ thanvone eighth (1/8). ofan inch per ‘foot of 


pipe. 


Every yard sewer and private drain, throughout their 
length from the main sewer to the building or other 
place to be drained is to be laid, as nearly as practic- 
able, ina straight line in a trench at a right angle 
from the main sewer and distant at least six feet (6'-0") 
from any existing water service pipe that was installed 
prior to the installation of either the yard sewers or 
private drains. The six feet (6'-0") between trenches 
is to be measured horizontally between the closest parts 
of the water renee pipe and the yard sewer or private 
drain. Only one storm water yard sewer and one sanitary 
yard sewer or one storm water private drain and one 


sanitary private drain areto be installed in one trench. 


Where excavation of bedrock is required over more than 


twenty-five per cent (25%) of the length of the trench 
in order to install the yard sewer and private drain 
then the installation of the yard sewer and the private 
drain may be permitted, with the prior approval of the 
Commissioner of Engineering, in the same trench as the 
water service pipe upon the following conditions, 


(a) all water service pipes are to be laid five feet 
(5') below the finished grade with a minimum of 
six inches (6") of granular material being placed 


under such pipe, and 


(6) 


(7) 


aS & 


(b) the crown of the yard sewer or private drain 
is in all places to be not less than one foot 
(1') below the invert of the water service pipe, 


and 


(c) the yard sewers and private drains are to be 


installed prior to the water service pipe, and 
each of the conditions described in this sub-section is 
to be complied with to the satisifaction of the Commis- 


sioner of Engineering. 


Where the installation is not permitted in the same 
trench as described in sub-section (5) of this section, 
the water service pipe is to be laid in a separate 
erencnerroms tne yard sewer or private drain and the 
yard sewer or private drainis to be'distant vat least 
six feet (6'-0") from the water service pipe, which is 
to be measured horizontally between the closest parts 
of the water service pipe and the yard sewer or private 
drain. 

Where private drains are installed and backfilled prior 
to the installation of the yard sewer the ends of the 
private drains at the limit of the highway are to be 
(a) tightly sealed with proper caps, and 


(b) carefully markéd.so that they can be 
readily located after the backfill is 
placed, and 


(c) made readily distinguishable by paint- 


ing reds the: end of the tsani tary drain. 
No person is to connect any Sanitary yard sewer to any 
building drain other than a sanitary building drain, CEe 
any storm water yard sewer to any building drain other 


than a storm water building drain. 


No person is to perform any work of installation of a 


yard sewer until 
(a) the main sewer is in operation and the private 


drain is installed, and 
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(5) -either the roof is one the building, or the upper 
end of the yard sewer is properly covered and 


protected in the manner set forth in Schedule is be 


(10) A manhole is to be constructed by the owner at his own 
expense and jn accordance with plans approved by the 
Commissioner of Engineering 
(a) at the junction of the main sewer for every pri 

vate drain having a diameter equal to or greater 


than twelve inches (12"), and 


(b) in the case of every yard sewer regardless of size, 

carrying industrial waste, a manhole 

(i) is to be located on the owner's property 
immediately adjacent to the line of the 
highway or at some. other location that in 
the opinion of the Commissioner of Engin- 
eering, is suitable, and 

(ii) “is to be’ readily accessible, and maintained 
in a safe condition, by the owner of the prop- 


erty. 


(11) The owner of the lands is responsible that no part of a 
private drain, yard sewer, lateral connection to a yard 
sewer or any appurtenenace thereof is back filled or 
hidden from view, until notice has been given to and the 
work inspected by the Commissioner of Engineering and/or 
the Engineer for the appropriate Area Municipality, which- 
ever is the case, and it is an offence for any person to 
backfill or hide any part of a private drain, yard sewer, 
lateral connection to a yard sewer or any appurtenance 
thereof from view until there has been such notice and 


inspection. 


(12) An existing private drain is not to be used as the out- 
let for a new yard sewer until it has been determined 
by exposure at the line of the highway, that it is of 
adequate size, at proper depth, in good condition and 


connected to the appropriate main sewer. 


(13) All roadways, curbs, sidewalks, sodding and other works 
disturbed during the installation of a private drain 
or manhole are to be reinstated to a condition 
(a) that is at least equal to that existing before 


they were disturbed, and 


(6) that is aéceptable to the Commissioner of Eng- 
ineering or the Engineer for the appropriate 


Area Municipality, whichever is the case. 


PARKING AREA DRAINAGE 


Every parking area for vehicles is to be drained by catch- 


basins, storm water yard sewers and storm water private 
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drains in such manner as is approved by the Engineer for the 
Area Municipality but where such catchbasins, storm water 
yard sewers and storm water private drains are connected to 
a main sewer which is under the jurisdiction and control of 
the Regional Corporation then the Engineer for the Area 
Municipality is to obtain the approval of the Commissioner 
of Engineering of the standards to be used in draining such 


parking areas. 


MAINTENANCE OF YARD SEWERS AND PRIVATE DRAINS 


(1) The owner of lands drained into any main sewer is, at his 
own full? cost, and!) expense; to 


(a) properly maintain, repair and make necessary 


replacement of, 
(i) any yard sewer, and 
(ii) any private drain, and 
(b) repair any roadway, sidewalk or curb that is 


(i) damaged by reason of faulty yard sewers 


and private drains or either of them, or 


(ii) disturbed by reasonof the maintaining 
repairing or replacement of the yard 
sewer and private drain or either of 
them. 

(2) Notwithstanding sub-section (1) of this section, where 
the Regional Corporation or the appropriate Area 
Municipality is satisfied 
(a) that the private drain is broken, and 


(b) that the repair of the break in the private drain 
is undertaken by a person to whom a permit is 


issued under Section 7), 
the Regional Corporation and/or the Area Municipality 
whichever is the case, may pay the expense incurred by 
the owner in the repair of the break in the private 


drain by the person to whom a permit is issued. 
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GREASE TRAPS 


Every person operating a restaurant business, public 
garage, metals plant or other establishment of any kind 
from which there is or is likely to be discharged into 
any sewer, any 0il or grease contrary to this By-Law is 
to install ‘a/suitable grease and oil trap but tHe pro- 
visions of this sub-section do not apply to private 


living quarters. 


A grease and oil trap is not suitable within the reaning 
of sub-section (1) of this section unless 
(a) it is capable of intercepting and trapping 


grease, oil, flammable wastes, sand and 


other such ingredients, and 
(b) it is, in the opinion of the Commissioner 

of Engineering, of adequate size. 
Every, such grease and oil trap is to be located so 
as to be readily accessible for inspection and clean- 
ing, and is to be kept in proper working order by the 
owner or operator of any establishment described under 


sub-section (1) of this section. 
PROHIBITED DISCHARGES 


No person is to discharge or permit the discharge of 


‘septic tank wastes into the Regional Sewage System, 


(a) without an annual permit in the form set 
Forth 1n schedute "DD" and signed by the 


Commissioner of Engineering, and 


(ob) unless it is in conformity as to time and 


place "as set) fost in Scheciie "Eh" “and 
(c) without payment of the fee as set forth 

in’ Schedule “c™ 
No person is to discharge or permit the discharge of 
wastes from a holding tank into the Regional Sewage 


System 
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(a) without an annual permit in the form set 
forth in Schedule "D" and signed by the 


Commissioner of Engineering, and 


(b) wunless it is“in' conformity as “to- time 
and place as set forth in Schedule "E", 


and 


(c) unless the Commissioner of Engineering 
has approved in writing the nature and 
volume of the materials to be discharged 


from the holding tank, and 
(dad) without payment of a fee as set forth in 

Scheduler "ce". 
Notwithstanding sub-section (1) and (2) of this section, 
where an emergency exists, the Regional Corporation may, 
upon the advice and information of the Commissioner of 
Engineering, allow the discharge of septic tank wastes 
or wastes from a holding tank into the Regional sewage 
system at a location specified by the Commissioner of 


Engineering. 


No person is to discharge or allow the discharge of, 
directly or indirectly, into any sewer or drain or into 
any land drainage works any of the following matter, 


(a) liquid or vapour having a itemperature ‘of more 
than one hundred and fifty degrees (150°) 


Fahrenheit, and 


(b) gasoline, benzine, naptha, fuel oil or other 


inflammable or explosive liquid, and 


(c) ashes, cinders, sand, mud, straw, shavings, 
metal, glass, rags, tar, plaster, wood, cellu- 


lose, and 


(a) animal waste other than human, such as hair, 
wool or fur, feathers, intestines, blood, 
parts of bodies or other such animal waste, 


and 


(e) matter having a pH lower than five point five 
(5.5) or higher than nine point five (9.5) or 
having any other corrosive property which may 
cause damage to the sewerage system, or injury 


to any person, and 


a a, a a a en ce. eae 


(£) waste capable of creating 'a public nuisance by 
reason of its noxious or malodourous qualities 


or otherwise, and 


(g) ‘substance of such a kind or condition or in 
such quantity as to be capable of causing 
obstruction to the flow in the sewer or 
interfering with the proper operation of 


the Regional sewage system, and 
(h) atomic waste or radioactive materials, and 


(i) hair from barber shops, hairdressing estab- 
lishments, wig-makers' shops or other sim- 


ilar places, and 


(j) parts of human bodies from hospitals, medical 
schools, undertakers' establishments or from 


any other places of any kind. 


(5) No person is to discharge or allow the discharge either 
directlysor-indirectiy into. anyustommssewer,, Of 


(a) any liquid which may contain more than ten (10) 
parts per million by weight of fat, grease, or 


ether matter that is soluble in ether, and 


(b) any matter of such a nature and in such con- 
centration or quantity as may cause death or 
injury to any person, fish, animal or bird, 


or damage to any property, and 


(c) any matter containing suspended solids exceeding 
twenty (20) parts per million by weight, or 
which will not readily pass through a quarter- 


inch (%") screen, and 


(d) any matter in which the five-day biochemical 
oxygen demand exceeds twenty (20) parts per 


million by weight, and 


(e) any coloured matter from which the colour is 
not capable of being removed, or from which the 
colour is not capable of being substantially 
dispersed by adding as little as four (4) parts 
of water without colour to one (1) part of the 


coloured matter, and 


(f) any matter containing any toxic or poisonous 


substance of such a nature and in a concen- 
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tration or quantity which might be dangerous 
to marine or vegetable life in any lake or 
other body of water into which the storm sewer 
discharges, and without restricting the gener- 
ality of this paragraph, any of the following 
materials in greater concentration by weight 


than as follows, 


Phenolic Equivalents 20 parts: pervbi ld hion,, and 
Cyanides as "HCN" Ou parts per million, and 
Cadmium as "Cd" Aan 8) parts per million, and 
Chromiumnuass Cr TO patts per miilion, and 
Copper as “Cu" 3 parts per million, and 
SInGas an 135) parts per.million, and 
Pron, ashes ayy. parts. perm million,, and 
Chiorides! assy "Cl" 1500 parts per million, and 
Sulphates as "S04" 1500: .—paxrts per milion, and 
(g) any matter in which the median coliform count 


exceeds two thousand four hundred (2400) per 


hundred millilitres, and 


(h) garbage. 


No person is to discharge or allow the discharge of, 
directly or indirectly, into any sanitary sewer or into 
any combined sanitary and storm sewer, any 


(a) matter which may contain more than one hundred 
(100) parts per million by weight of fat, oil 
or grease of animal or vegetable origin, or more 
than tenm(10) parts per million by weight, of 


oil or grease of mineral origin, and 


(b) matter containing suspended solids exceeding 
three hundred and fifty (350) parts per million 
by weight, and 


(c) matter in which the five (5) day biochemical 
oxygen demand exceeds three hundred (300) parts 


per million by weight, and 


(ad) matter containing any toxic or poisonous sub- 
stance of such a nature and in a concentration 
or quantity that might interfere with or pre- 
judice any sewage treatment process, or which 


might constitute a danger to humans or other 
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animals or impair the quality of the water in 
any lake or other body of water to which the 
effluent from the sewage treatment plant is 
discharged, and without restricting the gen- 
erality of this) sub-section,” any of the -fol- 
lowing materials in greater concentration by 


weight than as follows, 


(i) --Chromiaim@asn Cae parts per million, and 


(ii) Cyanide as "HCN" parts per million, and 
(iii) Phenol or equivalent 50 parts per billion, and 
(av) “Copper as. -cu, part per million, and 
(io) Zac: ash. Zn 


(vid oaNickel vase Nis 


part per million, and 


part per million, and 
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(via) - “Cadmiunvas  32Cd" part per million, and 


(e) garbage, but the Commissioner of Engineering 
may give his consent in writing which may be 
revoked.at any time without notice, for the 
installation of a hydraulic garbage shredder 
in any premises wherever he is satisfied that 
the capacity of the main sewer and the flow in 
the same is such that there is no likelihood of 


any accumulation in the main sewer. 

(7) No person is to discharge or allow the discharge, either 
dizectlypormimairectly ianto any sanitary sewer or san>= 
itary private rain, of 
(a) -Storiweter,- rand 
(b) surface water, and 
(c) ground water, and 
(a) roof run-off, «and 
(e) sub-surface drainage including weeping tiles, Sale 
(£) uncontaminated water, and 


(gq) ‘total quarter yearly sanitary sewage flows in 
excess of the total quarter yearly metered water 
consumption from the Regional Waterworks System 
for the same period, except in the case of resi- 
dential properties. 


TEST OF WASTES 


14. All measurements, tests and analysis of the characteristics 


lgaye 


LG: 


of water and waste is to be determined in accordance with 


Standard methods. 
WASTE TREATMENT UNDER AGREEMENT WITH REGIONAL CORPORATION 
ee eee WE REGIONAL CORPORATION 


Where the waste discharged from any premises is in contra- 


vention of Section 13 hereof, the owner or other person in 


‘Charge of the premises - 


(a) is responsible for the necessary treatment of such 
waste to make the same conform to the requirements 


of this By-Law, or 


(b) is to bear the cost of necessary treatment by the 


Regional Corporation 


(1) where that treatment is feasible in the 
Opinion of the Commissioner of Engineer- 


ing, and 


(ii) the Regional Corporation by agreement in 


writing undertakes such treatment. 
REMOVAL OR DEMOLITION OF BUILDINGS: 


When a building is removed or demolished the owner is 
responsible that every private drain is exposed at the 
line of the highway and reasonable notice given to the 
Commissioner of Engineering and/or the Engineer of the 
appropriate Area Municipality, whichever is the case, so 
that it may be inspected and the owner 
(a) if the private drain meets the requirements 

of this By-Law and is in good condition, is 


responsible for the plugging of that private 


drain at the line of the highway, and 


(b) if the private drain does not meet the re- 
quirements of this By-Law and is not in good 


condition, is responsible 


(i) to disconnect that private drain -at 


the main sewer, and 
(11) for the proper plugging of the junction 
of the main sewer, and 


all such work that is required to be done under 
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this paragraph is to be done by a contractor who 
is bonded in accordance with the terms of this 


By-Law, and 


(c) in respect of the roadways, curbs, sidewalks, sodding 
and other works disturbed during the removal or plug- 
ging of the private drain, is responsible to reinstate 


same to a condition 


(i) that is at least equal to that existing 


set before they were so disturbed, and 


(ii) that is acceptable to the Commissioner of 
Engineering or the Engineer for, theyappro= 


priate Area Municipality, whichever is the case. 
MISCELLANEOUS PROHIBITIONS 


Obstructing Watercourses 


Igoe tl). No person is to obstruct, allow the obstruction .of oT 
maintain any obstruction in any open or closed drainage 


facility or natural watercourse. 


(2) The Regional Corporation or the appropriate Area Munici- 
pality may by a Notice in Writing, require the owner of 
the lands or any other person, obstructing or allowing 
the obstruction of or maintaining the obstruction of any 
drain or watercourse, to do within a specified time all 
such work as the Regional Corporataon OF the appropriate 
Area Municipality, whichever is the case, determines is 
necessary to remove the obstruction as specified in the 


said notice. 


Damaging or Obstructing Sewer 
(3) No person is to do anything likely to damage or obstruct 
any part of the sewage works system of the Regional Corp-_ 


oration or of any Area Municipality. 


Tampering with Regional Sewage System 
(4) No unauthorized person is to tamper with any part of 
the sewage works system or enter into any main sewer 


or other part of the sewage works system. 


meat ren 


Connections to Sanitary or Storm Sewers of the Regional Corporation 


(5) No Area Municipality is to connect to the Sanitary or 
storm sewers of the Regional Corporation without having 


obtained the prior approval of the Regional Corporation. 


Connections to the Storm Sewers of the Area Municipalities 


(6) The Regional Corporation is not to connect to the storm 
sewers of an Area Municipality without having obtained 
the prior approval of the Area Municipality. 


WHERE WORKS TO BE DONE BY COMMISSIONER OF ENGINEERING OR 
BY THE ENGINEER FOR AN AREA MUNICIPALITY 
ee eee ee 


18. Where 


(a) any condition exists that is in contravention 


of any of the provisions of this By-Law, or 


(b) any work is done or not done in accordance with 


the provisions of this By-Law, 
the Commissioner of Engineering and/or the Engineer for 
the appropriate Area Municipality, whichever is the case, may 
cause it to be done or properly done and the amount of the 
expense incurred in so doing it may be recovered by action or 
added to the collector's roll of the Area Municipality and 


collected in the same manner as taxes are collected. 


SCHEDULES 
iD”. schedules. ATS tom. |lorm part of this By-Law. 
PENALTY 


20. Every person found guilty of contravening any provision of 
this By-Law is liable to a fine of not more than One Thousand 


Dollars ($1,000.00) exclusive of costs. 


we Ne LO) Sah igi ig Bid i bx 


21. This By-Law may be knownand referred to as "The Sewer and 


Drain By-Law”. 
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EFFECTIVE. DATE 
22. This By-Law is to be deemed to have come into force and 


effect on the lst day of January, 1975. 


ENACTED AND PASSED this day of pie ye 


CLERK CHAI RMAN 


iy 


tee. 
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SCHEDULE “A" 


(Referred to in Section Bray 


THIS AGREEMENT made, in triplicate, this day of 


md. 19 ay 
BETWEEN: 


(hereinafter called the"Owner") 


of the FIRST PART, 
- and - 


THE REGIONAL MUNICIPALITY OF RAMILTON- 
WENTWORTH AND/OR THE CORPORATION OF THE 
ON OR THE 


IRR nemeromns eaercrascg necro aes DN aaa LDL Cw 


(hereinafter called the"Corporation") 


of the SECOND PART. 
pose hit ashi Miele anise cche a EL 


WHEREAS the Owner has represented that he is the owner of a 
certain parcel of land abutting on the side Gn 
and more particularly described in 
Schedule 1 hereto attached, and in which said highway there 
is no Sanitary sewer orstorm sewer, and the said Owner has 
applied for permission to install private drains from yard 
sewers in the said parcel of land to the main sewers in 


, ane 


WHEREAS the Corporation has granted such permission upon the 


terms and conditions hereinafter set forth, 


WHEREFORE THIS AGREEMENT WITNESSETH, that in consideration of the 
Corporation's issuance of a permit to_install private drains | 
from the yard sewers in the parcel of land more particularly 
described in Schedule 1 hereto, to the main sewer in 

, the Owner, for himself and his suc- 


cessors in title to the said parcel of land, covenants and agrees, 
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~~ en, 


(a) to pay annually for a period of ten (10) years, a 


(b) 


tc) 


(d) 


(e) 


special rate of $ per foot frontage of such 
land, and such special rate may be commuted for the 
sum of $ per foot frontage less any annual 


payments which have been made on account of principal. 


to forego any claim for damages from back water from 


the said sewer jin F 


not to petition against or ppeese the construction of 
a main sewer in any highway upon which any part of the 
Said parcel of land abuts, and the whole or page Of 
the expense of installing which main sewer is to be 
specially assessed against the said parcel, and that 
if his name or the name of any of his successors in 
title appear on any such petition the same may be 
disregarded in determining the number of owners 
petitioning against any such proposed work and in de- 
termining the value of the lands to be specially 


assessed. 


to disconnect every yard sewer in the said parcel from 
the private drains to the sewers in 

when any main sewer of a kind to which 
such yard sewer is permitted by the said By-Law to 
be connected, is laid in any highway immediately in 
front of or alongside the said parcel, and to connect 


such yard sewers to private drains to such new sewers. 


that the covenants herein contained are binding upon 
the Owner and his successors in title and are covenants 


running with the land. 
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IN WITNESS WHEREOF the parties hereto have set their hands anda 


seals the day and year first above written. 


SIGNED, SEALED AND DELIVERED 
in the presence of: 


Fi a et 


a i 


OWNER: 


ee 


(Full Name) is 


(Full Address) 


} 7 


Reape o 
ae A, 
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“SCHEDULE 1" 


DESCRIPTION OF LANDS 


eae 
SCHEDULE “B" . 


APPLICATION FOR SEWERS AND DRAINS PERMIT 
Referred to in Section 7(1 


Ab ; 
a acca ee a ED. est eee ee ee Ae ROVE ee ee eed 
Owner of 
a a oe ee 


On the Side of 


Between and 
eee |. See eee re LBs SNe ic SES MN 1p Sa ak OS ee eR AIO 


in the Municipality of 
SEI a et in te are SAINTS ee ON EA SE ed Oa SE 


hereby make application to connect with the Main Sewers of the 


Municipality on 


ra 


and construct the following work: 


Number Size Description 
Le Sanitary Yard Sewer (s) @S $ 
tal: Sanitary Private Drain(s) @Ss$ $ 
mee Storm Water Yard Sewer(s) @S$ $ 
he Storm Water Private @$ $ 
Drain(s) 


Lateral Sanitary or Storm @s$ $ 
Water Connection(s) to a 
Yard Sewer 


Catchbasins es $ 
Basic Fee is §$ 


Plans Yes No TOTAL PERMIT FEE $ 


Such Work is to be Constructed by 


Signature of Applicant 


Address 


Date ros 


Approved _ No. 


dncele 
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SCHEDULE, “C™ 


SCHEDULE OF FEES FOR SEWER PERMITS 
(Referred: tori, Sections, / and 13) 


BasicFes for any perm tie aes oor as 6 aw Nite center evens omraevorr LeU 


And in addition to the basic fee:-— 


For a sanitary yard sewer and a sanitary private 
drain, or for either one SNC RV OWA | bite erele isi stsie tea egetees ae OU 


For a storm water yard sewer and a storm water 
private drain, or for either one Pndivrcial 1c wcrc ees) OU 


For a lateral connection to a yard SEWEY.....-eeee cece ior sa'e OO 


For a catchbasin including connection to a storm 
water yard SCWGY sic « <0 nje = ete nieieels os 010 Bice tetereie. Sickert SLU 


Annual fee for a permit to discharge septic tank 
wastes (including basic fee).....-.-.--6- Shc lecate wuepcuetinns «9101.00 


*For the discharge of septic tank wastes.....$5.00/1000 gals. 


*For the discharge of holding tank wastes....$5.00/1000 gals. - 


* NOTE: The minimum charge per load of septic 
wastes and holding tank wastes iS.......---- S500 


Books of tickets may be purchased 
at the same time as the annual permit. 


aM Or 


SCHEDULE "D" 


APPLICATION FOR ANNUAL PERMIT TO DISCHARGE SEPTIC TANK WASTES 
OR HOLDING TANK WASTES 


(Referred to in Sections 13 (1) and 13 (2) 


l. Name of. Applicant 


ic (Address) ) 
2. Location of proposed discharge Sewage Treatment -Plan 


3. Approximately annual quantity imperial gallons. 


4. Nature and volume of material to be dumped (holding tank only). 


5. Signature of Applicant 


Date ‘ pe BRS P 


6. Date of expiry of permit : Fea ke 
7. Fee . Annual Fee $§$ 
Tickets $ 


TOTAL FEE $ 


Approved _ No. 
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SCHEDULE _"E" 


LOCATVONS sae ose. 1 FOR DISCHAI FOR DISCHARGE OF SEPTIC TANK 
WASTES AND HOLDING ) HOLDING TANK WASTES 
(Referred to in Sections 13 (1) and 13 (2) 


Location Time 


1. Woodward Avenue Sewage Treatment Plant 
700 Woodward Avenue 
Ham Lton, vOnta taGry ec sre sterarstrne eee eae OO) cat et, COM OO © wedi 


2. King Street Sewage Treatment Plant 
‘Bibs ave tstommmm @iecorsheahewy Marrero o, uri) Po cunecmthT niet IOUT a. Np Os OOD. its 
(Monday to Friday except 
Statutory Holidays) 


3. Waterdown Sewage Treatment Plant 
Waterdown) “ORtarlOw saeco: Dees Gas atlelelat als 8: 007a.m. EO 5300 poem. 
(by arrangement with 
the operator) 


op SAIN ih Feito pray ser 
a funy Dr aad deere 


F i) P er) spre lain oa a thie, ui 


- 62 — 


SCHEDULE °F" 


PROTECTION OF OPEN END OF YARD SEWER 
Referred to in Section 9 (9) — 


'-O" MINIMUM 


STOPPER G@ CONCRETE PLUG 


Cad 


i. CRUSHED STONE 


* 


= PERFORATED A STOPPER @ CONCRETE PLUG 
a 
z FOOTING 
a "WALL OF BUILDING 
a 
oe | 
os STORM WATER YARD w— SANITARY YARO SEWER 
us SEWER 
v9) 
& 
& 
> 


CRUSHED 


= 
ie 6 MIRIMUM 
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THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. 


TO PROVIDE FOR IMPOSING ON AND COLLECTING 
. FROM THE OWNERS OR OCCUPANTS OF LANDS WITH- 
IN THE REGIONAL MUNICIPALITY OF HAMILTON- 
COVER THE COST OF THE ESTABLISHMENT, CON- 
STRUCTION, MAINTENANCE, OPERATION AND THE 
FINANCING OF THE SANITARY SEWAGE SYSTEM OF 
“THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


YATES and YATES 
Barristers 
15 King St. WW. 
Hamilton, Ontario 


Pe ate 


Co aN ea orn, 


ee ee 


4020 02 0 Be ge SECTION 
Definitions 1 
Administration and Enforcement 2 


Liability for Surcharge Based on the Water : 
Rates of the Regional Corporation 3 


Liability for Surcharge based on Non-Metered 
Water Rates of the Regional Corporation 4 


Liability for Surcharge based on Metered Water 


Rates of the Regional Corporation 5 
Discounts for Prompt Payment Bee 
Notification of Non-Payment | 5.4 


When Water Meter does not Record 


Properly or Can Not be Read oy 
Remedies for Non-Payment of Surcharge 
Based on Metered Water Rates 5.0 
Turning Off Water 5.6.54 
Collection by Distress 5 Oe D 


Collection in the Same | 
Manner as Taxes eyed ede: 


Liability for Surcharge Where the Owner or Occupant 
of the Land is Not Connected to the Regional 
Waterworks System | 6 


City of Hamilton and Town of 
Stoney Creek Gane 


Town of Dundas, Town of Ancaster 
and Township of Flamborough 652 
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THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


BY-LAW NO. 


TO PROVIDE FOR IMPOSING ON AND COLLECTING FROM 
THE OWNERS OR OCCUPANTS OF LANDS WITHIN THE 
REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH A 
SURCHARGE ON -THE WAGER. RATE TO, COVER THE (COST 
OF THE ESTABLISHMENT, CONSTRUCTION, MAINTENANCE 
OPERATION AND THE FINANCING OF THE SANITARY SEWAGE 
SYSTEM OF THE REGIONAL MUNICIPALITY OF HAMILTON- 
WENTWORTH 


WHEREAS on and after the Vee day of January, 1975, The Regional 
Municipality of Hamilton-Wentworth has, under section 77(1) of 
The Regional Municipality of Hamilton-Wentworth Act, the sole 
responsibility for the collection and disposal of all sanitary 
sewage, including the De ernie construction, maintenance, 
operation and financing thereof, peor The Regional Municipal- 
REY eOL Bette Boel Ns OD ce and all of the provisions of any 
general or special act relating to the collection and disposal 
of sanitary sewage and the financing thereof apply mutatis 


mutandis thereto, and 


WHEREAS on and after the lst day oe January, 1975, The Regional 
Municipality of Hamilton-Wentworth has the power to finance the 
whole or any part of the costs, including the construction, 
maintenance, opeeannberd debt charges of the collection and 
disposal of sanitary sewage, by imposing a surcharge on the 
water rate without the approval of the Ontario Municipal Board, 


and 


WHEREAS the surcharge, imposed under the provisions of this By- 
Law, is comprised of a sanitary sewer rate and a Sanitary sewage 
service rate to cover the cost of the collection and disposal 

on. ei I. sewage in The Regional Municipality of Hamilton-Wentworth 
including the establishment, construction, maintenance, opera- 


tion and debt charges. 


NOW, THEREFORE, THE COUNCIL OF THE REGIONAL MUNICIPALITY OF 


a 


HAMILTON-WENTWORTH ENACTS AS FOLLOWS: 


a 


SAU cies 


DEFINITIONS 


fn this By-Law, unless the context otherwise requires, 


(a) 


(b) 


(c) 


(da) 


(e) 


(£) 


"Area Municipality" means any one or all of the 
following, 


(i) The Corporation of the City of Hamilton, 


Cir) he Corporation of the Town of Dundas, 
(iii) The Corporation of the Town of Stoney Creek, 


(iv) The Corporation of the Town of Ancaster, 


(v) The Corporation of the Township of Glanbrook, 


(vi) The Corporation of the Township of Flamborough 


as constituted by Section 2 of The Regional Municipality | 


of Hamilton-Wentworth Act, and 


"Commissioner of Engineering" means the Commissioner 
of Engineering for the Regional Corporation or the 


person duly authorized to act in his stead, and 


"Regional Area" means the area from time to time 
included within the Area Municipalities established 
pursuant to section 2 of The Regional Municipality 


of Hamilton-Wentworth Act, and 


"Regional Corporation" or "Regional Municipality" 
means The Regional Municipality of Hamilton-Wentworth, 


and 


"Regional Treasurer" means the Treasurer for the 
Regional Corporation or such person as is duly auth- 


Orized tovacteiny ho sy steaaveand 


"sanitary sewage service rate" 

on means a charge for the operation and 
maintenance of sanitary sewage works, and 

(11) includes a charge for depreciation, 
deferred maintenance, or a reserve fund for 


any such purpose, and 


(g) 


(h) 


(1) 


(3) 


(k) 


(1) 


(1) 
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"sanitary sewage system" means 


(i) the buildings, structures, plant, machinery, 
equipment, appurtenenaces, devices, conduits, 
outlets, underground pipelines and installa- 

_ tions, and other works designated for the 


collection and treatment of sanitary sewage, and 


(ii) includes lands appropriated for such purposes 
and wises, and) 


"sanitary sewage works" 
(i) means all sanitary sewers, sanitary sewer systems, 


pumping stations, sewage treatment plants, and 


(ii) includes combined sewers, sanitary private 
drains and other works for the collection, 
acceptance, transmission, treatment and 


disposal of sanitary sewage, and 


"sanitary sewer rate" means a charge for the capital 


cost of sewage works which includes debt charges, and 


"surcharge" means the sanitary sewage service rate 


and sanitary sewer rate, and 


"water rate" means the rates or charges established 
by "The Waterworks By-Law" of the Regional Corpora- 


tion, and 


"Waterworks By-Law" means The Waterworks By-Law of 


the Regional Corporation. 


“ADMINISTRATION AND ENFORCEMENT 


The Regional Treasurer is Be he ee except as 
othe serpeouraae in this By-Law, for the billing 
and collection of the surcharge imposed under the 
provisions of this By-Law for the financing of the 


collection and disposal of all sanitary sewage in the 


Regional Area including the. construction, maintenance, 
Operation and debt charges of the sanitary sewage 


systems of the Regional Corporation. 


(2) The Commissioner of Engineering is to furnish. 
The Regional Treasurer quarter-yearly in January, 
April jy oudy, and October, not later than the 10th 
day of each of the said months, with a list of all 
streets and parts of streets and other places 
where yard sewers have been, connected to private 
drains during the immediately preceding three (3) 


calendar months. 


’ LIABILITY FOR SURCHARGE BASED ON THE 

The owners and Bee mante of all lands within the Regional 
Municipality who are connected to the sanitary sewage 
systems of the peewee Corporation are liable to pay, 

in accordance with the provisions of this By-Law a sur- 
charge, comprised of a sanitary sewer rate and a sanitary 
sewage service rate, based on percentages of the water 
Pees of the Regional Corporation as set forth in section 


l of. Scheduler At 


LIABILITY FOR SURCHARGE BASED ON NON-METERED WATER 


' RATES OF THE REGIONAL CORPORATION 


(1) Where there is a non-metered water rate fixed by the 
Waterworks By-Law for the whole or any part of an 
Area Municipality then the surcharge is to be deter- 
mined on the basis of the percentages as set forth in 
section 1 of Schedule "A", of that non-metered water 
rate whether that rate is derived from an assessment 


base or is @ Elkat-rate. 


ee AA 


oye The Surcharge determined under sub-section CW ie Fee 
this section is, in accordance with an agreement 
between the Reqional Corporation and the Area 
Municipality, to be added to the Goneetors Roll of 
the Area Municipality and collected in the same 
Manner as taxes and such surcharge 
(a) is subject to’ the same discounts, interest and 


penalties as for taxes, and 


(b) when collected is to be forwarded by the Area 
Municipality to the Regional Treasurer within 


the time prescribed in that agreement. 


LIABILITY FOR SURCHARGE BASED ON METERED WATER 
_ RATES OF THE REGIONAL CORPORATION 
SMG ea TRU MU a Pa MRR cane Tenia ccehoneiets 


Seeil)) Where there aera metered water rate fixed by the 
Waterworks By-Law for the whole or any “part of an 
Area Mundcipataey then the surcharge is to be det- 
ermined on the basis of the percentages, ‘as set 


forth in Schedule "A", of that metered water rate. 


(2) The surcharge determined under sub-section (Dot 
this section is to be added to the bill sent 
under sub-section (2) of section 12 of the Water- 


works By-Law. 


Discounts for Prompt Payment 
(3) A discount fox prompt payment, as set forth in section 
2 of Schedule "A", is to be allowed on the bili eros 
the surcharge based on metered ey rates fixed under 


the Waterworks By-Law. 


Notification of Non-Payment 
(4) Where an account for the Surcharge based on metered 


water rates remains unpaid 
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(a) fifteen (15) days after the expiration of the 
. discount period set forth in section 2 of 

Schedule "A", a notice of non-payment is to be 
sent by the Regional Reese nie Om, jon’ is 


behalf, by ordinary prepaid mail, and 


(b) thirty (30)days after the expiration of the 
discount period, set forth in section 2 of 
Schedule "A", a final notice is to be sent by 
the Regional Treasurer, oe on his behalf, by 
ordinary prepaid mail advising that Pelehe 
account continues unpaid for ten (10) days 
after the mailing of such final notice 


(i) the water may be turned off as set 
Forth. in paragraph (a) of sub-section 


(6) (ohOpnie section sor 


(ii) the arrears may be collected by a 
distress as set forth in paragraph 


(Db) Wot sub-section (6) (Obi this! section, or 


(iii) the arrears may be added to the Collectors 
Roll of the Area Municipality and collected 
ain the same manner as taxes as set forth 
in paragraph (c) of sub-section (6) of 


titiemsection: 


When Water Meter does not Record 
Properly or Can Not) Bey Read 


(5) Where a water meter fails to Gecord properly; ior 
“where ‘the meter-reader is unable to obtain a reading, 
the person or persons liable to pay the surcharge 
based on metered water rates are liable to pay such 
surcharge on the water rate for an amount of water 
estimated on the basis of a corresponding period of 
the immediately preceding year, but if such person 
or persons did not occupy the same premises for the 
same period during the corresponding period of the 


immediately preceding year, then such person or 


of ties 


persons are liable to pay such surcharge on the 


water rate for an amount of.water based on a 


Similar period of the current year, or where that 


is not applicable then the person or persons are 


liable for such surcharge based on the applicable 


minimum charge for water as set forth in sections 


1 and 2 of Schedule "B" of the Waterworks By-Law. 


Remedies for Non-Payment of Surcharge 
Based on Metered Water Rates 
ee eS eee 


(6) 


Where an account for the surcharge based on metered 


water rates remains unpaid, the Regional Corporation 


may proceed in any or all of the following ways: 


Turning Off Water 


(a) 


the Regional Treasurer may notify the Commissioner 
of Engineering of any bill remaining in arrears 
forty-five (45) days after the expiration of the 
discount period decertbed in section 2 of Schedule 
"A" and upon receipt of such notification the 
Commissioner of Engineering may cause the water 

to be shut off and not turned on again until pay- 
ment is made of the outstanding bill for the 
surcharge based on metered water rates, plus a 

fee for turning on the water in the amount set 
forth in section 6 of Schedule "F" of the Water- 


works By-Law, or 


Collection by Distress 


(b) 


accounts in arrears for surcharge based on 
metered water rates may be collected by distress 
upon the goods and chattels of the person or 
persons who is or are liable to pay the same, 

Or upon any goods and chattels in his possession, 


wherever the same may be found, or 


ws Bea 


Collection in the Same Manner as Taxes 

(c) “the vsarreare: of all: suena for the surcharge 
based on metered water Pree which remain unpaid 
forty-five(45) days after the expiration of: the 
‘discount period described in section 2 of 
Schedule "A" may be entered on the Collectors 
Roll of the Area Municipality and collected in 
the same manner as taxes, and are subject to the 
same interest, and penalties as for taxes. 
Wintel ten (10) days after such action has been 
taken a written notice to that effect is to! be 
sent by ordinary prepaid mail by the Regional 
Treasurey,, or on; hits “behale,) ito; the sage of 
the premises as set forth in the one eda 


assessment roll. 


LIABILITY FOR SURCHARGE WHERE THE OWNER OR OCCUPANT OF 
THE LAND IS NOT CONNECTED TO THE REGIONAL WATERWORKS SYSTEM 


City of Hamilton and Town of SlLOneyeCreck 


6. (1) The owner or occupant of lands in the City Of Hamilton 
and in the Town of Stoney Creek 
(a) which are connected to the Sewage System 


of the Regional Corporation, but 


(6b) which are not ene. ae to the Regional 
Waterworks System 
are to pay a surcharge as set forth in section Teor 
Schedule "A" based on the non-metered water rate that 
would be applicable to his lands, if they were con- 
nected to the Regional Waterworks System and the 
surcharge is subject to the same collection procedures, 
discounts, interest and penalties as are set forth in 


section 4 hereof. 


aco 


Town of Dundas, Town of Ancaster 
and the Township of Flamborough 


(2) The owner or occupant of lands in the Town of Dundas, 
in the Town of Ancaster and in the ToGeenaS Oa Van 
borough 
(a) which are connected to the Sewage eG aren of: the 


Regional Corporation, put 


(b) which are not connected to the Regional Water- 
works System 

are to pay a surcharge ASG TOntn TEN Sect Lom | (On 

Schedule "A" that is based on the applicable minimum 

charge for witer as set forth in sections l and 2 

of Schedule "B" of The Waterworks By-Law and such 

rates are subject to the same discount for prompt 


payment as is set forth in section 2 of Schedule "A". 
7. ‘Schedule "A" -attachedmhereto forms a part of this By-Law. 


8. This By-Law is to be deemed to have come into force and 


effect on the Ist day of January, 1975. 


ENACTED AND PASSED this day of ; pero a: 
Mrs. Joan M. Gallipeau ie ee ovirs. Anne H.» Jones 


Clerk Chairman 
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SCHEDULE "A" 


SURCHARGE ON THE WATER RATE COMPRISED OF A 
SANITARY SEWER RATE AND SANITARY SEWAGE SERVICE RATE 
TaN T a ae ce eccrine Das hard eden halen ea dakeed oo 


1. Surcharge as follows: 


of the gross amount of the 
annual water rate 


(a) Sanitary Sewer Rate..... Leh) 


co 


(b) Sanitary Sewage 
SCLVICE | Rate uence yc or 35% of the gross amount of the 
annual water rate 


EOL ALG atten augue --90% of the gross amount of the 
annual water rate 


Discount for Prompt Payment of Surcharge on Metered Water see 

2. The surcharge which is comprised of a sanitary sewer rate 
and sanitary sewage service rate, as set forth in section 
1 of this Schedule, is subject to a ten per cent (10%) 
discount if the bill therefor LS paid on/or before) the 
discount date shown an the. bill, which date is not to 


be less) than weenie) days from the date of the bill. 
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THE REGIONAL MUNICIPALITY OF HAMILTON-WENTWORTH 


REPORT ON 
UNIFORM POLICIES AND BY-LAWS 
RELATED TO 
WATER AND SEWAGE FACILITIES 
AND THE ESTABLISHMENT OF 
RATES AND CHARGES FOR THESE FACILITIES 


The Corporation of the Regional Municipality of Rant eons 
Wentworth having assumed responsibility on January 1, 1974 
for the supply and distribution of water and the collection 
and treatment of sewage in the new Regional Municipality of 
Hamilton-Wentworth now wishes to establish uniform policies 
and by-laws with regard to these facilities and also wishes 
to review the rate structure and charges for the use of 


these facilities. 


The Consultant shall carry out the following work: 


ta Waterworks 
a) Prepare detailed inventories of the policies, 
“by-laws, rates and charges which were in effect 
in each'water area' of each area municipality 
prior to the assumption of the water facilities 


by the Regional Corporation. 


b) Prepare detailed plans showing the extent of the 
existing 'water areas' in each area municipality 
at the time of assumption and also the possible 
extension of these ‘water areas' based on the 


five year capital works budget prepared by the 


Commissioner of Engineering. 


c) Prepare new policies and by-laws for the considera- 
tion of the Corporation with respect to the supply 
of water and the management and maintenance of the 


waterworks systems. 


= 
= 


Ta WRN ee eA. ao ah i 
aa ee ata ea | ih 3 ‘a F 9 on hanes 
= i 5 rn } wT. Uy Omer hs, a + FA Shey} 
ne i : 4 fe! te ‘ oe. te = ¥ 
RR TEL LOD, 292 Riis: ee HO 2h Piles te 
yey wy : = ie? 7 fet : 


Lubricated hae 


th) 11 nag any’ Bhi oa area am 


ire ee A om 


a ; ; , : i n y a al oF ” ait) k Tree S vai ; 7. 
re on ea SE we Dot, aN a ep] bak hae a sie en 
ae. it . tae ~~ | i - £. pemter : 


° - =e 
i ' ba Bap M8 ’ 


2 a ere kode roo. infodpas ce 


he Te 


hoasd ' 26895 todsw’ sastr 


hag ie we oe ap are A fa Lee ita5 Bony ay) 
‘ : 


ar iy oo 
om ‘ \" “Light 16 ,Toihos seine | 


° eR 2a : oy @Wateya 24 ip.ioq r y Srnijwe {5 
- 
~ . ory } v ec ' jay 2) i its 2) ene sles oe erbhe To ier ae 
j oe: mer. 2 (4 I ; ( jpiea\ eam mpl 9 Nauk Lona hes 
Pe diadin re 
_ 


da) 


Review the water rates and charges in each 

‘water area' of each area municipality and prepare 
alternate rate structures for ‘area rates' and 
"regional rates' for the consideration of the 


Corporation. These rate structures should be 


‘related to the five year capital works budget 


prepared by the Commissioner of Engineering. 


aX Sewage Works 


a) 


b) 


d) 


Prepare detailed inventories of the policies and 
by-laws which were in effect in each ' serviced 
area’ of each area municipality prior to the 
assumption of the sewage facilities by the 


Regional Corporation. 


Prepare detailed plans showing the extent of the 
existing serviced areas in each area municipality 
at the time of assumption and the possible 
extension of the 'serviced areas' based on the 
five year capital works budget prepared by the 


Commissioner of Engineering. 


Prepare new policies and by-laws for the considera- 
tion of the Corporation with respect to the 
discharge of water and wastes into the sanitary 


sewage system. 


Review the rates to be imposed on and collected 
from all area municipalities to cover the cost of 
the regional expenditure for the maintenance, 
operation and debt service of the regional sewage 
systems in the area municipalities and prepare 
the aeeweee by-laws for the imposition of these 
sewage rates. These rates should be related to 


the five year capital works budget prepared by 


the Commissioner of Engineering. 
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General 


a) 


b) 


c} 


da) 


The consultant shall retain the services of Mr. 
George Yates, Legal Consultant to the Regional 
Corporation, to assist in the preparation of the 


by-laws. 
Prepare 20 copies of the arart report. 


after approval of the draft report prepare 100 
copies of the final report for submission to the 


Regional Council. 


Maintain close liaison with, the Commissioner of 


Engineering during all stages of the report. 
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MAPS OF SEWERAGE SERVICE AREAS 
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APPENDIX NO. 3 


EXISTING SEWER USE BYLAWS 


INDEX 


City of Hamilton 


Town of Dundas 


Township of Ancaster 


Town of Stoney Creek 


Township of Saltfleet * 


Village of Waterdown ** 


Township of Glanford 


Township of Binbrook *** - No..926 


Township of Binbrook - No. 927 


** 


KKK 


Res. 


Rass 


Now part of Town of Stoney Creek 


Now part of Township of Flamborough 


Now part of the Township of Glanford 
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THE CORPORATION OF THE CITY OF HAMILTON 


SEWERS AND DRAINS 


BY-LAW NO. 6675 


as amended by 


By-LawsNos M60 TI26 R26 802.0 66aussher7 i>] 525 


(ia ass, 212-04, 72-165, «73-39 and 73-318 
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This edition is prepared for purposes of convenience only, 
and for accurate reference recourse should be had to the 


following By-laws: 


By-Law No. 66-75, passed February 22, 1966 
By-law No. 66-126, passed April 26, 1966 
By-Law No. 68-102, passed March 26, 1968 
By-law No. 68-138, passed April 30, 1968 
By-law No. 71-152, passed June 8, 1971 
By-law No. 71-253, passed September 29, 1971 
By-law No. 72-64, passed March 15, 1972 
By-law No. 72-165, passed June 27, 1972 


By-law No. 73-39, passed January 30, 1973 
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Interpretation 


TABLE OF CONTENTS 


Application of By-law 


Administration and Enforcement 


Where Sewer Connections Required 


Connection Where Land Not Directly Serviced 


Requirements Respecting Installation of Yard Sewers and Private 


Drain Connections 


Where Grease Traps Required to Prevent Prohibited Discharges 


Prohibited Discharges 


Tests of Wastes 


Waste Treatment by Corporation under Agreement 


When Building Removed or Demolished 


Filling up and Draining Vacant Lots 


Miscellaneous Prohibitions 


Where Work Done by Engineer 


Penalties 


Repeal 


Schedule ‘A’ 


Schedule 'B' 
Schedule 'C' 
Schedule 'D' 


Schedule 'E' 


Agreement Where Premises not Directly 
Served by Sewer 


Application for Permit 
Fees for Permits for Installations 
Locations for Discharge of Septic Tank 


Diagram -- Protection of Open End of 
Yard Sewer 
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THE CORPORATION OF THE CITY OF HAMILTON 


SEWERS AND DRAINS 


BY-LAW NO. 66-75 


as amended by 


By-law-NOss"*66=1 267 960= 102 16 Sa1eS a7 1=1 52,7 72=253, 


72704, 


FLAGS MELO H39 


In this By-law, 


a). 


b). 


oe 


d). 


e). 


Ae 


"area drain", "building drain", "building sewer", 
"building trap", "main sewer", "Sewage" and other 
technical terms shall have the same meaning as they 
are given in the Regulations under The Ontario Water 
Resources Commission Act; 


"biochemical oxygen demand” means the quantity of 
oxygen used in the biochemical oxidation of organic 
matter under standard laboratory procedure in five 
days, properly controlled at 20° Centigrade, expressed 
in parts per million by weight; 


"catch basin" means a drain installed to collect 
surface water from an open area and to trap solids; 


"corporation" means The Corporation of the City of ' 
Hamilton; 


"pH" means the logarithm (to the base 10) of the 
reciprocol of the weight of hydrogen ions in grams 
per litre of solution; 


"private drain connections" means that part of a drain- 
age system which connects a yard sewer to a main 
sewer and is situate within the limits of the highway, 
and "sanitary private drain connection" means a private 
drain connection to carry sewage but no rain, ground 

or surface water; and "storm water private drain 
connection" means a private drain connection to carry 
rain, ground or surface water and uncontaminated water 
but no sewage or other waste; 
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Administration and Enforcement 


She The city engineer shall be responsible for the administration 
and enforcement of this by-law. 


Sewer Connections Required 


4, Where a parcel of land abuts on a highway in which there is 
a main sewer to which such land may readily be drained, the owner shall 
install yard sewers and private drain connections in the manner herein- 
after provided, for the drainage of the land to the main sewer, and where 
he fails to comply with this requirement the city engineer, after sixty 
days notice in writing addressed to the owner at his address according 
to the last revised assessment roll and mailed by prepaid first class 
mail, may install the same at the expense of the owner, and the cost 
shall be added to the collector's roll and collected as realty taxes are 
collected. 


Connection Where Land Not Directly Served 


25 (1) Where a parcel of land does not abut on a highway in which 
there is a main sewer to which such land may readily be drained, but 
there is some other sewer to which the land may readily be drained and 
for the cost of which such parcel has not been specially assessed, such 
parcel may be drained to such other main sewer upon the consent of city 
council and the execution and registration of an agreement in the form of 
Schedule 'A', appended hereto, and the owner of the land shall pay 
annually for a period of ten years, a special rate of one dollar and fifty 
cents ($1.50) per foot of frontage of such land; and such special rate 
may be commuted for the sum of ten dollars ($10.00) per foot frontage less 
any annual payments which have been made on account of principal. 
By-Law No. 72-64. 


Provided that where any such land is charged with local 
improvement rates or other sewer construction rates at any time within 
such ten-year period, the remaining installments of the special rate 
shall be cancelled, and, where a payment has been made on commutation 
of such special rate, and the amount applicable to the unexpired portion 
of such ten-year period shall be refunded. 


(2) All special rates shall be entered in the collector's roll 
and collected as realty taxes are collected. 


Yard Sewers and Private Drain Connections 


6. (1) Sanitary and Storm Water Yard Sewers and Private Drain 
Connections to be Separate. After the date of the passing of this By-law, 
no person shall install any yard sewer for the carriage of both sewage 
and rain, ground or surface water, but every owner, contractor or other 
person installing a yard sewer or a storm water yard sewer and so 
connected, and that every area drain and catch basin, and all subsurface 
drainage, is connected to the storm water yard sewer; and no person 
shall install any private drain connection for the carriage of both sewage 
and rain, ground or surface water, but every owner, contractor or other 


A-3.7 


» : 
a) oe ‘ = . aa P apie 


; pbs A 
AeAb 3 Begopadvanott 
, ; P ; pd 
ita ie — A ei 
ee , } 


4 ‘ole Mh YuWw Oba ad eiuar ne et aealaii 6/8 
ac Jstwiieub-ariey [ie (eth Bi nar Ae nie righ ; 
; i ha 4 «9 SAnt pital atte? Ole) ert Aire eS sig Ba) Halse ay id act 
latet b her LOTS al pin: Bld Od ORBi Gis 1 Hopat Coie, ath WOR ! teh aol 
ior Manse -1wsdcie yo set hE anu iN eR ait visiate DE : 
cea! pet sy Band) Bas ee da Be et) a sa Bay Oe poy ry nt. es I 
ay « Beets 1a uY teuerd tt Deol bite Lay t “yyti ae Chey tewihy a ve get 
Yo ighy of a . (2. 1b BaHAg te STE ann at} beter ago. yh ies 
a+) ens, coke Vile #1 Sisstthe bie thovs sola (oe Sal a? nob “eS toi 
Lr are isto raltan 


iy inal tet: bust WieowW Hnétabated 
Oidwn OG al to deme eo sedW {1) +c 
44 tt 3) = ails iiwiAD dewee “lem o al ove a 
ioe ip anos el ren 
nisl . AD, ret) Mave Taliv wo teoo of? c ; 
:: Toya ' trios oo fenlonk of yom (nag : 
: eTiatiey iin aodiosexe et) baa (ionvyod 
TE (adeno Babes mp, A" al ubedoe i 
fed 2 8.4 SOS ree) Rete © iol Yilavqae’” 
on ies ; 136 “oasemulw Mel steq (02.!12) stron 
- ao Alioth dél To mite ene iat Pahvininoo ed yet ° 
; i x ye SVEN VoNiw elnenyed lawans yas 
4 .barST .0o4 wel=¥e 


— 
‘ 
1 fairy 
=* 


1s Sedw he) festival 

(Sia) Rey eae qari im ovr nom: svongmt 

. Hip iemen als ] Wheyrne?7 1 lous 7 

Patel 7.3 s7arw’. inte... pel lanttin « sda - 
. : . aS ae no ony De: ,otm fal 5ad2 doom 


NES DOMED Yeay-nes (inoue Te’ 


ee) yin ty | laa (nq 3 DA ( ) 
J ef 28 Dalose!icoo brs 
J 
in pasy 


- 
p00 mat) $0 | d of epeltsenneD 
. SUB ; b ithile Powis on 
heich <0 3 . in (Wh trwidie aia 
- oar fh ' yutiiesent oosIeg — 
seimine {fo bon | cee nails tinh “boi 
(M19 Ltn ; dijs ie shag bi ni » Cd, 
- gan Be tel bs Q no , He on Sin rey aE 7 He 17 
2d wo Perera yt) My po tial)... 1908 Gontie » Katagen) oe 


= } 


‘ 


: i sete 


person installing a private drain connection shall be responsible that 
it is either a sanitary private drain connection or a storm water private 
drain connection and so connected; but, notwithstanding the foregoing 
respecting private drain connections, where only a combined sewer is 
available, the two private drain connections shall nevertheless be kept 
separate, except where there is an existing private drain connection. 


(2)ia)e 


b). 


eo) br 


Where land is used for residential purposes, not more 
than, 


(i) one single family or two family or three family 
dwelling or multiple dwelling, or 


(ii) one dwelling of a pair of semi-detached dwellings, 
or 


(iii) one lot or parcel or building or premises, 


shall be connected into one yard sewer or into one 
private drain connection. 


Notwithstanding clause (a) all dwellings within a row 
of attached dwellings may be connected into one private 
drain connection if the dwellings comply with the 
following conditions: 


(i) each dwelling has its own separate building drain 
connected to a common yard sewer, and 


(ii) all dwellings remain in the same ownership. 


Where land is used for non-residential purposes, not 
more than, 


(i) one lot or dwelling, or 
(ii) one lot under different ownership. 


shall be connected into one yard sewer or into one 
private drain connection connecting more than one lot. 


Notwithstanding clause (c), where a group of buildings 
are erected on one parcel of land under one ownership, 
all units or buildings may be connected into one private 
drain connection if each unit or building complies with 
the following conditions: . 


(i) each unit or building has its own separate 
building drain connected to a common yard sewer 
located outside the building, and 


(ii) all units or buildings remain in the one ownership. 
Where any lot which is drained into a main sewer is 
subdivided, each part into which it is subdivided shall 


be drained by yard sewers and private drain connections 
which are not connected to any other land. 
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f). 


g). 


Notwithstanding clause (e), where the lot is used for 
other than industrial purposes, the existing private 
drain and yard sewers:serving any building may be 
continued to be used for more than one parcel, 


(i) if the building was constructed prior to 1955, 
and 


(ii) if the main sewer to which the building is 
connected was constructed prior to 1955, and 


(iii) if the owner enters into a standard form of 
agreement, to be registered on title, satis- 
factory to The Corporation of the City of 
Hamilton indemnifying The Corporation of the 
City of Hamilton. 


Clause (f) does not apply to lots, the buildings upon 
which are, 
(i) demolished in whole or in part, 


(ii) reconstructed in whole or in part. 


Permit and Bond, etc., Required 


(3) a). 


With the exception of work done by duly authorized 
servants of the corporation, no person shall perform 
Or commence any work of constructing, reconstructing, 
installing, altering or connecting the whole or any 
part of any yard sewer or private drain connection, or 
any appurtenance thereof, except pursuant to a permit 
signed by the city engineer or a duly authorized assis- 
tant and in accordance therewith. This permit shall 
not be issued until the person who is to do the work 
has deposited with the corporation an indemnity bond 
in satisfactory form, for the sum of $1,000.00, for 
work performed during each year and for a period of 
two years after completion thereof; such bond to be by 
a surety company licensed to carry on business in 
Ontario. 


The bond shall: 


(i) indemnify the corporation against all damages, 
actions, costs and expenses it may pay, incur, 
or be put to by reason of any claim for damages 
or injury caused by the negligence of the said 
person or his agents or workman, or by want of 
repair during the period mentioned above; 


(ii) guarantee payment to the corporation of the cost 


of all works and repairs rendered necessary by, 
or resulting from the performance of the work. 
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b). No person shall perform or commence any work of 
repairing any part of any yard sewer or private drain 
‘connection except after he has furnished the corpor- 
ation with the bond required by Section (3) (a), and 
after he has notified the city engineer. 


c). The person who is to do the work of constructing, 
reconstructing, installing, altering, repairing, or 
connecting to any yard sewer or private drain 
connection shall furnish the corporation with a cer- 
tificate of insurance in the amount of $100,000.00 
for property damage and $200,000.00 for public 
liability paid-up to a date subsequent to the date 
for completion of the work for which the permit is 
issued: such insurance to be by a company licensed 
to carry on business in Ontario. 


(4) Application for Permit. Every application for a permit shall 
be in writing in the form of Schedule 'B', signed by the owner of the land 
to be drained, or by his agent duly authorized in writing, and shall show 
the name and address of the person who is to do the work, and shall be 
made by delivering the same to the office of the city engineer together 
with three copies of proper plans and specifications, a complete analysis 
of the wastes to be discharged to all yard sewers and private drain 
connections from industrial or commercial premises and a permit fee as 
shown in Schedule 'C'. 


Provided that the city engineer may waive the requirement for 
plans, specifications and analysis wherever in his opinion they may 
safely be dispensed with. 


(S) Location, etc., of Trench. Every yard sewer and private 
drain connection, throughout their length from the main sewer to the 
building or other place to be drained shall be laid, as nearly as practic- 
able, in a straight line in a trench at a right angle fromthe main sewer 
and distant at least six feet (6') from any existing water service pipe 
that was installed prior to the installation of either the yard sewers, or 
private drain connections. The six feet (6') between trenches shall be 
measured horizontally between the closest parts of the water service 
pipe and the yard sewer or private drain connection. Only one storm 
water yard sewer and one storm water private drain connection and one 
sanitary yard sewer and one sanitary private drain connection shall be 
installed in one trench. By-law No. 68-102, S.1. 


(6) Required Diameter. No person shall install any yard 
sewer or any private drain connection, of a capacity less than adequate, 
or of a diameter less than that of the building drain, or of a diameter 
less than six inches in any event; and no person shall connect any yard 
sewer to any building drain or to any private drain connection, where 
this requirement has not been complied with. 


Standards for Pipe and Fittings 
(7) a). All pipe used for private drain connections shall 


meet the standards of that commonly used by the 
corporation for main sewers. 
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b). No person shall perform or commence any work of 
repairing any part of any yard sewer or private drain 
connection except after he has furnished the corpor- 
ation with the bond required by Section (3) (a), and 
after he has notified the city engineer. 


c). The person who is to do the work. of constructing, 
reconstructing, installing, altering, repairing, or 
connecting to any yard sewer or private drain 
connection shall furnish the corporation with a cer- 
tificate of insurance in the amount of $100,000.00 
for property damage and $200,000.00 for public 
liability paid-up to a date subsequent to the date 
for completion of the work for which the permit is 
issued: such insurance to be by a company licensed 
to carry on business in Ontario. 


(4) Application for Permit. Every application for a permit shall 
be in writing in the form of Schedule 'B', signed by the owner of the land 
to be drained, or by his agent duly authorized in writing, and shall show 
the name and address of the person who is to do the work, and shall be 
made by delivering the same to the office of the city engineer together 
with three copies of proper plans and specifications, a complete analysis 
of the wastes to be discharged to all yard sewers and private drain 
connections from industrial or commercial premises and a permit fee as 
shown in Schedule 'C'. 


Provided that the city engineer may waive the requirement for 
‘plans, specifications and analysis wherever in his opinion they may 
safely be dispensed with. 


(5) Location, etc., of Trench. Every yard sewer and private 
drain connection, throughout their length from the main sewer to the 
building or other place to be drained shall be laid, as nearly as practic- 
able, in a straight line in a trench at a right angle fromthe main sewer 
and distant at least six feet (6') from any existing water service pipe 
that was installed prior to the installation of either the yard sewers, or 
private drain connections. The six feet (6') between trenches shall be 
measured horizontally between the closest parts of the water service 
pipe and the yard sewer or private drain connection. Only one storm 
water yard sewer and one storm water private drain connection and one 
sanitary yard sewer and one sanitary private drain connection shall be 
installed in one trench. By-law No. 68-102, S.1. 


(6) Required Diameter. No person shall install any yard 
sewer or any private drain connection, of a capacity less than adequate, 
or of a diameter less than that of the building drain, or of a diameter 
less than six inches in any event; and no person shall connect any yard 
sewer to any building drain or to any private drain connection, where 
this requirement has not been complied with. 


Standards for Pipe and Fittings 
(7) a). All pipe used for private drain connections shall 


meet the standards of that commonly used by the 
corporation for main sewers. 
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b). 


c). 


In all cases the fittings used in the construction of 
private drain connections shall be equal in quality 

to the pipe used, and suitable for the type of pipe 

used, 


The storm water yard sewer and the storm water 
private drain connection shall be constructed of a 
grey-coloured material, and the sanitary yard sewer 
and sanitary private drain connection shall be 
constructed of a material having any colour other than 
grey. 


‘Every private drain connection shall be connected 


to a main sewer, using proper 'Y' fittings or suitable 
saddles. 


(8) Slope. The slope of the yard sewers and private drain 
connections shall not be less than 1/8 of an inch per foot of pipe. 


(9) a). 


Installation 


Every yard sewer and private drain connection shall be 
designed, constructed and installed in accordance 

with generally accepted good practice, with all joints 
completed with suitable materials and in a proper 
workmanlike manner, finished clean and smooth on 
both the outside and inside of the pipe, and, at the 
line of the highway, having the top of the pipe at 
least seven feet (7'-0") below the level of the finished 
surface of the roadway opposite that point, or at such 
higher elevation only as may be necessitated by the 
level of the main sewer. Wherever practicable the 
sewerage of the lands under different ownership shall 
be limited to one storm water private drain connection 
and one sanitary private drain connection. 


(10) Yard Sewer Connection with Building Drain. No person 
shall connect any sanitary yard sewer to any building drain other than 
a sanitary building drain, or any storm water yard sewer to any building 
drain other than a storm water building drain. 


(11) When Yard Sewer to be Installed. No person shall 
perform any work of installation of a yard sewer until: 


a). 


b). 


The main sewer is in operation and the private drain 
connection installed, and 


either the roof is on the building, or the upper end of 
the yard sewer is properly covered and protected in 
the manner shown in Schedule 'E', 
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(12) Where Manhole Required. A manhole shall be constructed 
and installed by the owner at his own expense. 


a). on every yard sewer carrying industrial waste, regard- 
less of size. The Manhole: 


(i) shall be located on the Owner's property immed- 
iately adjacent to the line of the highway or at 
some other suitable location; 


(ii) shall be designed, constructed and installed 
in accordance with generally accepted good 
practice; and 


(iii) shall be readily accessible, and maintained in 
a safe condition by the owner of the property. 


b). at the main sewer for every private drain connection 
have a diameter equal to or greater than 12 inches. 


(13) Backfilling and Inspection. The owner of the lands shall 
be responsible that no part of a yard sewer or private drain connection 
shall be backfilled or hidden from view, until notice has been given to, 
and the work inspected by the city engineer or one of his duly authorized 
inspectors; and it shall be an offence for any person to backfill or hide 
any part of a yard sewer or private drain connection from view until 
there has been such notice and inspection. 


(14) Use of Existing Private Drain Connections. An existing 
private drain connection shall not be used as the outlet for a new yard 
sewer until it has been determined by exposure at the line of the high- 
way, that it is of adequate size, at proper depth, and in good condition. 


(15) Parking Area Drainage. Every parking area shall be 
drained by catch basins and storm water yard sewers as follows,namely, 


a). One catch basin for each 5000 to 7000 square feet 
of paved area; and 


b). Each catch basin shall have a sump at least 18 inches 
deep, below the invert of the yard sewer, and shall . 
be fitted with a suitable trap. 


Responsibility for Maintenance of Yard Sewers 


and Private Drain Connections 
) 


fps The owner of lands drained into any main sewer shall, at his 
own full cost and expense, 


a). properly maintain, repair and make necessary replace- 
ment of, 


(i) any yard sewer, and 


(ii) private drain connection; 


A-3,12 


re .* ; e 
renner e 
hie Gate ct ‘ga: tevw Liga 

we SOD atiOt el eats “die & 


fy’ & 
Mf sr! 


ihe: ean Abe, el ls 


een mil a 


* . : ie 


CUM ise et) * a a 
vr City Sant aldtbenugensy . 
| ips eed ed thet 
di hei myendr Ow wilt bas 7 
pola at bas siege! 
: Tova’ eke hag | 
ina «oped aad 


gel (ht) 
Mine> tie olsvie 
b wtied ot Ler vee. 
be 2hihoatt saw 
aS 
baie? (et) 7 


4 iebas ed beqt ib 
7 


(27g ul 


_ 
=. 


dean Lh nwa 
. : 


¥)) ie 


imny wie 


Hieo ie ate) ity (i eis 
: Ve 


b). repair any roadway, sidewalk or curb that ise 


(i) damaged by reason of faulty yard sewers 
and private drain connection, or either of 
them, or 


(ii) disturbed by reason of the maintaining, 
repairing or replacement of the yard sewer 
and private drain connection, or either of 
them. By-law No. 71-253, S.1. 


Teas Notwithstanding Section 7, where the Corporation is satisfied 
that, 


a). the private drain connection is in such repair so as 
to be broken and, 


b). the repair of the break in the private drain connection 
is undertaken by a person to whom a permit is issued 
under subsection 3 of Section 6, 


the Corporation may pay the expense, incurred by the owner in the repair 

of the break in the private drain connection by the person to whom a permit 
is issued to the extent only of that part of the private drain connection. 
BY=laweNo.- farzoo, Ole 


Grease Traps. Required 


8. (1) Every person operating a restaurant business, public 
garage, metals plant or other establishment of any kind from which there 
is or is likely to be discharged into any sewer, any oil or grease contrary 
to this By-law shall install a suitable grease and oil trap effectual to 
prevent contravention of necessary for the purpose; provided this shall 
not apply to private living quarters. 


(2) A grease and oil trap shall not be deemed to be suitable 
within the meaning of subsection 1 unless it is capable of intercepting a 
and trapping grease, oil, flammable wastes, sand and other such 
ingredients, and is of adequate size. 


(3) Every such grease and oil trap shall be so located as to be 
readily accessible for inspection and cleaning, and shall be kept in 
proper working order by the owner or operator of the establishment. 


Prohibited Discharges 
a (1) No person shall discharge or permit the discharge of septic 


tank waste to the city's sewerage system, except in conformity as to 
time and place, with Schedule 'D'. 
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a). 


Notwithstanding subsection 1, where an emergency 
exists, the corporation may, upon the advice and 
information of the City Engineer, allow discharge of 
septic tank wastes into the corporation's sewage system. 


(2) To any Sewer or Drain, etc. No person shall discharge 
or allow the discharge of, directly or indirectly, into any sewer or 
drain, or into any land drainage works that are capable of discharging 
into any well, pond, reservoir, lake,spring, stream, river, or other 
wciter or watercourse, or other such place where the quality of the 
water may be impaired thereby, and 


a). 


b). 


ey. 


Gy. 


e). 


j). 


liquid or varpour having a temperature of more than 
150° Fahrenheit; 


gasoline, benzine, naptha, fuel oil or other inflamm- 
able or explosive liquid. 


ashes, cinders, sand,mud, straw, shavings, metal, 
glass, rags, tar, plaster, wood, cellulose; 


animal waste other,than human, such as hair, wool 
or fur, feathers, intestines, blood, parts of bodies 
or other such animal waste; 


matter having a pH lower than 5.5 or higher than 9.5 
or having any other corrosive property which may cause 
damage to the sewerage system, or injury to any 
person; 


waste capable of creating a public nuisance by reason 
of its noxious or malodourous qualities or otherwise; 


substance of such a kind or condition or-in such 
quantity as to be capable of causing obstruction to 
the flow in the sewers or interfering with the proper 
operation of the sewerage system; 


atomic waste or radioactive materials; 


hair from barber shops, hairdressing establishments, 
wig-makers' shops or other such places; or 


blood or parts of human bodies from hospitals, medical 
school, blood donor clinics, undertakers' establish- 
ments or from any other places of any kind. 


(3) To Any Sanitary Sewer or Combined Sewer. No person 
shall discharge or allow the discharge of, directly or indirectly, into any. 
sanitary sewer or into any combined sanitary and storm sewer, any 


a). 


matter which. may contain more than 100 parts per 
million by weight of fat, oil or grease of animal or 
vegetable origin, or more than 10 parts per million 
by weight, or oil or grease of mineral origin; 
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b). 


a). 


qd). 


e). 


matter containing suspended solids exceeding 350 
parts per million by weight; 


matter in which the five-day biochemical oxygen 
exceeds 300 parts per million by weight; 


matter containing any toxic or poisonous substance 
of such a nature and in a concentration or quantity 
which might interfere with or prejudice any sewage 
treatment process or which might constitute a danger 
to humans or other animals or impair the quality of 
the water in any lake or other body of water to which 


‘the effluent from the sewage treatment plant is dis- 


charged; and without restricting the general application 
of the foregoing, any of the following materials in 
greater concentration by weight than indicated follow- 
ing are within the meaning of this clause, namely 


Chromium as "Cr" 3 parts per million 
Cyanide as "HCN" 2 parts per million 
Phenol or equivalent 50 parts per billion 
Copper as "Cu" 1 part per million 
Zinc as "Zn" 1 part per million 
Nickel as "Ni" 1 part per million 
Cadmium as "Cd" 1 part per million; 


or 


garbage, provided however, that the city engineer may 
give consent in writing signed, subject to revocation 
at any time without notice, for the installation of a 
hydraulic garbage shredder in any premises wherever 
he is satisfied that the capacity of the main sewer 
and the flow in the same is such that there is no 
likelihood of any accumulation in the main sewer. 
By-law No. 66-126, S.1. 


(4) To Any Sanitary Sewer. No person shall discharge or allow 
the discharge of, directly or indirectly into any sanitary sewer, any 
storm water, surface water, ground water, roof run-off, sub-surface 
drainage or any uncontaminated water. 


(5) To Any Storm Sewer. No person shall discharge or allow 
the discharge of, directly or indirectly into any storm sewer, any 


a). 


liquid which may contain more than 10 parts per 
million by weight of fat, oil, grease, or other matter 
that is soluble in either; 


matter of such a nature and in such concentration or 
quantity as may cause death or injury to any person, 
fish, animal or bird, or damage to any property; 
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c). matter containing suspended solids exceeding 
20 parts per million by weight, or which will not 
readily pass through a quarter-inch screen; 


d). matter in which the five-day biochemical oxygen 
demand exceeds 20 parts per million by weight; 


e). coloured matter from which the colour is not capabie 
of being removed, or from which the colour is not 
capable of being substantially dispersed by adding 
as little as 4 parts of water without colour to one 
part of the coloured matter; 


f). matter containing any toxic or poisonous substance 
of such nature and in a concentration or quantity 
which might be dangerous to marine or vegetable life 
in any lake or other body of water into which the 
storm sewer discharges; and without restricting the 
general application of the foregoing, any of the 
following materials in greater concentration by 
weight than indicated following are within the mean- 
ing of this clause, namely, 


Phenolic Equivalents 20 parts per billion 
Cyanides as "HCN" 0.1 parts per million 
Cadmium as "Cd" 1.0 parts per million 
Chromium.as "Cr" 1.0 parts per million 
Copper as "Cu" 3 parts per million 
Zine as? Zin 15 parts per million 
Iron as "Fe" 17 parts per million 
Chlorides as "Cl" 1500 parts per million 
Sulphates as "S04" 1500 parts per million 


g). matter in which the median coliform count exceeds 
2400 hundred millilitres; or 


h). garbage. 


Test of Wastes 


ro; All measurements, tests and analysis of the characteristics 
of water and waste shall be determined in accordance with standard 
methods. 


Waste Treatment Under Agreement with Corporation 


bt Where the waste discharged from any premises is in con- 
travention of section 9, the owner or other person in charge shall be 
responsible that there is provided the necessary treatment of such 
waste to make the same conform to the requirements of this By-Law, 
or shall bear the cost of necessary treatment by the corporation where 
that is feasible and the corporation by agreement in writing undertakes 
such treatment. 
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When Building Removed or Demolished 


ioe When a building is removed or demolished the owner shall 
be responsible that every private drain connection is exposed at the 
line of the highway and reasonable notice given to the City engineer so 
that it may be inspected; and if the same meets the requirements of this 
By-Law and.is in good condition, the owner shall be responsible that 
it is properly plugged at the line of the highway, and that otherwise it 
is disconnected at the main sewer and the junction with the main sewer 
properly plugged: all such work to be done by a bonded contractor. 


Filling Up and Draining Vacant Lots 


Lie The owner of any ground, yard, or vacant lot shall be 
responsible to clean and clear, and either fill up or drain the same. 


Miscellaneous Prohibitions 
je (1) Obstructing Watercourses. 


No person shall obstruct any drain or watercourse, or allow 
the obstruction of the same, or maintain any obstruction therein. 


a). The corporation may in writing require the owner of 
the lands or any other person, obstructing or allow- 
ing the obstruction of, or maintaining the obstruction 
of any drain or watercourse, to do all such work as 
the corporation determines is necessary to remove the 
obstruction. 


b). Where the owner or other person is required to do the 
work referred to in subsection (1 a), the work shall 
be done within the time specified in the written 
requirement. 


c). For the purpose of subsections (1 a) and (1 b), the 
corporation shall specify the obstruction. 
(2) Damaging or Obstructing Sewer 


No person shall do anything likely to damage or obstruct any 
part of the sewerage system of the corporation. 

(3) Tampering, etc. 

No unauthorized person shall tamper with any part of the 


sewerage system, or enter into any main sewer or other part of the 
sewerage system. 
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Where Works to be Done by Engineer 


dick Whenever any work required by this By-Law to be done is not 
done, or is not done in accordance with the By-Law, the city engineer 
may cause it to be properly done, and the amount of the expense incurred 
in doing it shall be added to the collector's roll and collected as realty 
taxes are collected. By-Law 72-165, S.4. 


a). No permit shall be issued for any work that is not 
permitted by this By-Law. 


Penalty 
TO. Every person found guilty of contravening any provision of 


this By-Law is liable to a fine of not more than One Thousand Dollars 
($1,000.00) exclusive of costs. 
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SCHEDULE 'A' 


(Referred to in Section 5 (1) of By-Law No...........Respecting Sewers 
and Drains) 


Niimber Fo 8.375 te. JOB 


AGREEMENT made in*triplicate!this: <<. «eeee<: ..day of 


#e2ceen”ee@ @C€¢ @ 8 6 Be) 6 /NS ID). Oe ee 
BETWEEN 


eeeeeeveee eevee ee eecoeerereeereree eee oceoeewereeeseeeee e 


hereinafter called the Owner 


- and - 


THE CORPORATION-OF THE‘CITY'OF’ HAMILTON 
hereinafter called the City 


WHEREAS the Owner has represented that he is the owner 
of va*certain’ parce lof dandabutting on the .....s.eceeee SiGe Olt. ste 
...-and more particularly described in Schedule 1 hereto 
attached, and in which said highway there is no sanitary sewer or 
storm water sewer, and the said Owner has applied for permission to 
install private drain connections from yard sewers in the said parcel 
OL tana tO Ene main SC WErs AN 4). s cae eed s «alee eee Sec oreta: 6 cate tel ehieenena : 


AND WHEREAS the City has granted such permission upon 
the terms and conditions hereinafter set forth; 


WHEREFORE THIS AGREEMENT WITNESSETH, that in con- 
sideration of the City's issuance of a permit to install private drain 
connections from the yard sewers in the parcel of land more particularly 
described in Schedule 1 hereto, to the main sewers in..........e00.6- 
Sia ei nsbe OTe ey oe CUNO ate area ., the Owner, for himself and his successors in 


title to the said parcel of land, covenants and agrees, 


De To pay an annual rental as provided in the City's By-Law 
Been as Seat eresae eee Respecting Sewers and Drains, for the privilege of 


araining said parcel to the sewer in. . acu sae eee eee ; 


ee To forego any claim for damages from backwater from the 
SAL: SS WEE A Gis cicaie wed a a owen te A ee ee dd eek ywicdl + ae ee anus nse ee es 
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On Not to petition against or oppose the construction of a main 
sewer in any highway upon which any part of the said parcel of land 
abuts, and the whole or part of the expense of installing which main 
sewer is to be specially assessed against the said parcel; and that if 
his name or the name of any of his successors in title appear on any 
such petition the same may be disregarded in determining the number 
of owners petitioning against any such proposed work and in determin- 
ing the value of the lands to be specially assessed; 


4, To disconnect every yard sewer in the said parcel from the 
private drainiecounections to the sGwersiin... vste« celeste cutee mes 
shokstNekebeds . when any main sewer of a kind to which such yard sewer is 


permitted by the said By-law to be connected, is laid in any highway 
immediately in front of or alongside the said parcel, and to connect 
such yard sewers to private drain connections to such new sewers. 


oe The covenants herein contained shall be binding upon the 
Owner and his successors in title and shall be covenants running with 
the land. 


IN WITNESS WHEREOF the Owner has hereunto set his hand 
and seal. 


Signed, Sealed and Delivered 
in the presence of 
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Js Not to petition against or oppose the construction of a main 
sewer in any highway upon which any part of the said parcel of land 
abuts, and the whole or part of the expense of installing which main 
sewer is to be specially assessed against the said parcel; and that if 
his name or the name of any of his successors in title appear on any 
such petition the same may be disregarded in determining the number 
of owners petitioning against any such proposed work and in determin- 
ing the value of the lands to be specially assessed; 


4, To disconnect every yard sewer in the said parcel from the 
private drain connections to the sewers in....... Siete vars PLAN NREL EY oe etal 
i Ree when any main sewer of a kind to which such yard sewer is 


permitted by the said By-law to be connected, is laid in any highway 
immediately in front of or alongside the said parcel, and to connect 
such yard sewers to private drain connections to such new sewers. 


Sie The covenants herein contained shall be binding upon the 
Owner and his successors in title and shall be covenants running with 
the land. 


IN WITNESS WHEREOF the Owner has hereunto set his hand 
and seal. 


Signed, Sealed and Delivered 
in the presence of 
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SCHEDULE 'B' 


APPLICATION FOR PERMIT 
(Referred to in Section 6 (3) and (4) 


else te te Stor eieic i ateietsre wiavetsnctees ne Cee eee oe DEING the -OWnel- Or 
on the eoee7eweeee#e#eef##e#eeeee side of eeeoe#¢ ta Dp e O08 <@ 6: 8 §0' @.°@ 6) 6 6 '@ oeoete@ew#e#ee@eee8e ¢ @ 
between eoee34«eo#n#te#e#eeee @ O64 O\ O7 O1 C6. e. .and O66 10'  @ ee7e7#eee#e#e eeer34ecoe5345xoenr43##eeee# eoeee 


in the City of Hamilton, hereby applies for a permit to perform the 


following work, namely, 


Number Size Description 


St. A.B. Fe er so Res AG sanitary yard sewer(s) 
Phd d Caen DHASTOLOM: OF sanitary private drain connection (s) 
Bnd Pan ane Rete aits So oenercnas ete Citas storm water yard sewer(s) 
slat onan ereneintans 7 Ercvaseuel eaters a koaie storm water private drain connection(s) 
TS See Eke aa eee eee lateral _, Sanitary connection(s) 
storm water 
to a yard sewer 
Sere stone ene Feo 5 ia a ee : catch basins 


whose plans and specifications for such work are filed herewith as plan 
NUMDSL +, osc 6 cre oaneseteans es tegstate oa Ree othe. ca tacfan gl fis Cate 3s ase oh Uay er eben mre 


The wastes to be discharged to the sewers and drains under 
this application are: 


Domestic sanitary sewage 
Rain, ground and surface water, or 
As set out on the schedule attached hereto. 


Witness: 


OFFICE USE ONLY 


DATea..... ee ee” Ce Beatie Shelia EE PS Oneida 
APPROVE ISSUANCE OF PERMIT 
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SCHEDULE 'C" 


Schedule of Fees for Sewer Permits 
(Referred to in Section 6 (4) 
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And in addition to the basic fee: - 


For a sanitary yard sewer and a sanitary private drain 


connection, Omi0r either-one individually. ...5 <. 


For a storm water yard sewer and a storm water private 


drain connection, or for either one individually... 


POrmo lotere COMME GtiOn. to -aLyardsSOWeFs wis. ciei\s aecetals wielatee 


For a catch basin including connection to a storm water 


VOECES OWL Tet tee « siatet ss cleleeniabaly Am fel eioress 6.6054 0 ake a 
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SCHEDULE 'D' 


Locations, etc. for Discharge of Septic Tank Wastes 


(Referred to in Section 9 (1) 


Location Time 


Repealed by By-Law No. 72-165, S.95 


City of Hamilton Sewage Treatment Plant 
TOU Woodward AVENUe ..ccsdees ne s ee as 8:00 a.m. to 6:00 p.m. 
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SCHEDULE '€' 


PROTECTION OF OPEN END 
OF YARD SEWER 


( REFERRED TO IN SECTIONG (II) ) 


!'-O" MINIMUM 


STOPPER & CONCRETE PLUG 
CRUSHED STONE 


PERFORATED /STOPPER & CONCRETE PLUG 
PIPE 
FOOTING 
ve WALL OF BUILDING 
ie) 


STORM WATER YARD 
SEWER 


«—— SANITARY YARD SEWER 


YARD SEWER| BUILDING DRAIN | 


CRUSHED 
STONE 


6' MINIMUM 
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TOWN OF DUNDAS 


BY-LAW NO. 2174 
AS AMENDED BY BY-LAW NO. 2267 


TO PROHIBIT and regulate the discharge of sewage into land drainage 
works and connections to any sewer, sewer system or sewage works, 
whether connected to a treatment works or not. 


WHEREAS by Section 379, Subsection 1, paragraph 125, of the Municipal 
Act, R.S.O. 1960, chapter 249, by-laws may be passed by the Councils 
of local Municipal Councils for prohibiting and regulating the discharge 
of any gaseous, liquid or solid matter into land drainage works, private 
branch drains and connections to any sewer, sewer system or sewage 
works for the carrying away of domestic sewage or industrial wastes or 
both, whether connected to a treatment works or not. 


NOW THEREFORE THE MUNICIPAL COUNCIL OF THE CORPORATION OF 
THE TOWN OF DUNDAS ENACTS AS FOLLOWS: 


es 


2(a) 


No person shall place, deposit or permit to be deposited in an 
unsanitary manner upon public or private property within the 
Town of Dundas any human or animal excrement, garbage or 
other objectionable waste except as approved by the Wentworth 
County Health Unit. 


The owner of all houses, buildings or properties used for human 
occupancy, employment, recreation or other purpose, situated 
within the Town and abutting on any street, alley or right-of- 

way in which there is now located or may in the future be located 
a public sanitary sewer of the Town, is hereby required at his 
expense to install suitable toilet facilities therein, and to connect 
such facilities directly with the proper public sewer. 

No discharge of storm water run off from paved areas and or roofs 
shall be introduced into the sanitary sewers in the Town of Dundas, 
neither shall the discharge of storm water run off from paved 

areas and or roofs take place on to roads or road allowances 
within the Town of Dundas unless provision is made for proper 
storm water drainage to the satisfaction of the Town Engineer. 


Where a public sanitary sewer is not available the building sewer 
shall be connected to a private sewage disposal system complying 
with the requirements of the Wentworth County Health Unit. The 
owner shall operate and maintain the private sewage disposal 
facilities in a sanitary manner at alll times, at no expense to the 
Town. 


At such time as a public sewer becomes available to a property 
served by a private sewage disposal system, a direct connection 
shall be made to the public sewer when a complaint in respect 
to a private sewage disposal system has been received and an 
unsanitary condition confirmed by the Wentworth County Health 
Unit. Such connection to the public sanitary sewer shall be 
made at the expense of the owner and within sixty days after 
receipt of the confirmation of an unsanitary condition from the 
Wentworth County Health Unit. If the owner fails to connect 

to the public sanitary sewer within the sixty days aforesaid the 
connection may be made by the Corporation and the charge 
therefore shall constitute a charge against the lands of the owner 
and may be collected in the same manner and at the same time as 
taxes. 
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Any person who contravenes the provisions of Sections l, 2, 
2(a), and 3, of this by-law shall be guilty of an offence and 
upon conviction therefore shall be liable to a fine of not more 


than $300.00, exclusive of costs which shall be recoverable 
under the provisions of the Summary Convictions Act. 


PASSED this 17th day of September, A.D., 1965. 


L.B. Couldrey — G.A. Corner 
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TOWN OF DUNDAS 


BY-LAW NO. 1935 


A BY-LAW to provide for the inspection of sanitary sewer private drain 
connections and charging a fine for the same. 


WHEREAS clause 81 of Subsection 1 of Section 379 of The Municipal 
Act, R.S.O. 1960, chapter 249 provisions that by-laws may be passed 
for making regulations for sewage and drainage that may be deemed 
necessary for sanitary purposes. 


AND WHEREAS clause 83a of the aforesaid Subsection provides that by- 
laws may be passed for charging a fee for the inspection of sewers. 


NOW THEREFORE THE MUNICIPAL COUNCIL OF THE CORPORATION OF THE 
TOWN OF DUNDAS ENACTS AS FOLLOWS: 


i That the Owner of land on which a sewer private drain connection 
is to be installed, or if a contractor is to make the installation, 
the contractor, shall before commencing the work, make application 
to the Treasurer's office for a permit for same. 


Ze That the excavation made for the installation of the sewer private 
drain connection shall not be backfilled until the installation of 
the sewer pipe has been inspected by the Town Engineer or by 
some other employee appointed by the Town Engineer. 


Bie That the Fee for the inspection mentioned in clause 2 of this 
by-law shall be Three Dollars ($3.00) which shall be payable at 
the time the application is made and the permit issued. 


ae That this by-law shall be interpreted as referring to a sewer 
private drain connection between the street line and the entry 
point in the exterior wall of the building to which the connection 
is being made. 


a That any person convicted of a breach of the provisions of this 
by-law shall forfeit and pay, at the discretion of the convicting 
magistrate, a penalty not exceeding (exclusive of costs) the 
sum of $200.00 for each offence, and every such penalty shall 
be recoverable under the Summary Convictions Act, all of the 
provisions of which shall apply, except that the imprisonment 
may be for any term not exceeding six months. 


6. That this by-law shall come into effect on the day of passing 
thereof. 


PASSED this 17th day of April, A.D., 1961. 
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THE CORPORATION OF THE TOWNSHIP OF ANCASTER 
BY-LAW NO. - 71-2374 


RESPECTING SEWERS AND DRAINS 
IN THE TOWNSHIP OF ANCASTER 


WHEREAS the Council of The Corporation of the Township of Ancaster, 
subject to the provisions of The Ontario Water Resources Commission 
Act, is authorized by the provisions of The Planning Act and The 
Municipal Act to make regulations for sewage or drainage that are 
considered necessary for sanitary purposes, as therein more particularly 
provided, and 


WHEREAS various recommendations have been made by the Township 
Engineer and adopted by the Council, for the better regulation of sewage 
and drainage, and especially that a By-Law to regulate sewers and drains 
be passed by the Council of The Corporation of the Township of Ancaster. 


NOW THEREFORE THE COUNCIL OF THE CORPORATION OF THE TOWNSHIP 
OF ANCASTER ENACTS AS FOLLOWS: 


INTERPRETATION 
ite In this By-Law 


(a) "area drain", "building drain", sewage" and other technical 
terms have the same meaning in this By-Law as they are 
given in the Regulations under The Ontario Water Resources 
Commission Act, and 


(b) "biochemical oxygen demand", means the quality of oxygen 
used in the biochemical oxidation of organic matter under 
standard laboratory procedure in five days, properly con- 
trolled at 20° Centigrade, expressed in parts per million 
by weight, and 


(c) "catch basin", means a drain installed to collect surface 
water from an open area and to trap solids, and 


(d) "Council", means the Council of The Corporation of the 
Township of Ancaster, and 


(e) "Corporation", means The Corporation of the Township of 
Ancaster, and 


(£) "pH", means the logarithm (to the base 10) of the reciprocal 
of the weight of hydrogen ions in grams per litre of solution, 
and 

(g) "private drain connection", means that part of a drainage 


system which connects a yard sewer to a main sewer and 
is situate within the limits of the highway, and "sanitary 
private drain connection" means a private drain connection 
to carry sewage but no rain, ground or surface water; and 
uncontaminated water but no sewage or other waste, and 
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(h) 


(i) 


(3) 


(1) 


(m) 


(n) 


(0) 


(p) 


(q) 


"sanitary building drain" means a building drain to carry 
sewage but no rain, ground or surface water, and 


"sanitary sewer" means a sewer to carry sewage but no 
rain, ground or surface water, and 


"sanitary yard sewer" means a yard sewer to carry sewage 
but no rain, ground or surface water, and 


"standard methods" means the examination and analytical 
procedures set forth in the llth edition of "Standard 

Methods for the Examination of Water, Sewage and Industrial - 
Wastes" published jointly in 1960 by the American Public 
Health Association, the American Water Works Association 
and the Water Pollution Control Federation, and 


"storm sewer™ means a sewer to carry rain, ground or surface 
water, but no sewage or other waste, and 


"storm water building drain" means a building drain to carry 
rain, ground or surface water and uncontaminated water, but 
nO sewage or other waste, and 


"storm water yard sewer" means a yard sewer to carry rain, 
ground or surface water and uncontaminated water, but no 
sewage or other waste, and 


"suspended solids" means solids that either float on the 
surface of or are in suspension in, water, sewage, or other 
liquid, and which are removable by laboratory filtering, and 


"Township Engineer" means the Engineer employed from time 
to time by the Corporation, and 


"vard sewer" 

(i) means that part of a drainage system outside a 
building commencing at a point three (3) feet from 
the outer face of the wall of a builcing drain toa 
private drain connection or to any other place of 
disposal, or 


(ii) means that part of a drainage system between a 
catch basin and a private drain connection or other 


place of disposal, and 


(iii) includes a building sewer except that part within the 
limits of the highway. 


APPLICATION OF BY-LAW 


Zs Nothing in this By-Law is to be so construed as permitting 
anything which by the provisions of any applicable Statute or 
Regulation is prohibited. : 
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REQUIREMENTS RESPECTING YARD SEWERS 
AND PRIVATE DRAIN CONNECTIONS 


Sanitary and Storm Water 
Yard Sewers and Private 


Drain Connections are to 
be Separate. 


6. (1) After the date of the passing of this By-Law, 


(a) no person is to install any yard sewer for the carriage 
of both sewage and rain, ground or surface water, 
but every owner, contractor or other person installing a 
yard sewer is to be responsible that it is either a 
sanitary yard sewer or a storm water yard sewer and 
so connected, and that every area drain and catch 
basin, and all subsurface drainage, is connected to 
the storm water yard sewer, and 


(b) no person is to install any private drain connection 
for the carriage ¢f both sewage and rain, ground or 
surface water, but every Owner, contractor or 
other person installing a private drain connection is 
to be responsible that it is either a sanitary private 
drain connection and so connected, but 


notwithstanding the foregoing respecting private drain 
connections, where only a combined sewer is available, the 
two private drain connections are nevertheless to be kept 
separate, except where there is an existing private drain 
connection. 


Separate Connections for 
Separate Premises. 


(2) Subject to subsection (2) of this section, no permit is to 
be issued for connecting into one yard sewer or into one 
private drain connection, more than one single-family, 
two-family or three-family dwelling or multiple dwelling, or 
more than one dwelling of a pair of semi-detached dwellings 
or of a row of dwellings, or more than one lot, building or 
premises, or two or more parcels under different ownership; 
and the making of any such connection or the permitting of the 
making of it by any owner, contractor or other person is an 
offence against this By-Law; and when any parcel of land 
which is drained to a main sewer is subdivided, each part 
into which it is subdivided is to be drained by yard sewers 
and private drain connections which are not connected to any 
other land. 


(3) Where a row of attached dwellings are at a right angle or 
approximately at a right angle to the street in which is the 
main sewer to which they are to be drained, all will be 
allowed to connect into one private drain connection, so 
long as each house has its own separate building drain 
connected to a common yard sewer, and so long as all the 
houses remain in the same ownership. 
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Permit and Bond, 
etc., Required. 


(4) With the exception of work done by duly authorized servants of 
the Corporation, no person is to perform or commence any 
work of constructing, reconstructing, installing, altering or 
connecting the whole or any part of any yard sewer or 
private drain connection, or any appurtenance thereof, 
except pursuant toa permit signed by the Township Engineer 
or a duly authorized assistant and in accordance therewith. 


(5) The permit referred to in subsection (3) of this section is 
not to be issued until the person who is to do the work has 
deposited with the Corporation an indemnity bond in satis- 
factory form, for the amount of 50% of the value of the 
work performed during each year and for a period of two (2) 
years after completion thereof. Such bond to be by a surety 
company licensed to carry on business in Ontario. The bond 
is to 


(a) indemnify the Corporation against all damages, actions, 
costs and expenses it may pay, incur, or be put to by 
reason of any claim for damages or injury caused by the 
negligence of the said person or his agents or workmen, 
or by want of repair during the period mentioned above, 
and 


(b) guarantee payment to the Corporation of the cost of 
all works and repairs rendered necessary by, or resulting 
from the performance of the work. 


(6) No person is to perform or commence any work of repairing 
any part of any yard sewer or private drain connection 
except after he has furnished the Corporation with the bond 
required by subsection (4), and after he has notified the 
Township Engineer. 


(7) The person who is to do the work of constructing, recon- 
structing, installing, altering, repairing, or connecting 
to any yard sewer or private drain connection is to furnish 
the Corporation with a certificate of insurance in the amount 
of $100,000.00 for property damage and $200,000.00 for 
public liability paid-up to a date subsequent to the date for 
completion of the work for which the permit is issued; such 
insurance to be by a company licensed to carry on business 
in Ontario. 


NOTE: (1) Only licensed drain layers may do such work, -— 
see Council's: By-Law To License Construction 
Trades. 
(2) If any excavation in the highway is involved, 
a separate permit to do so is required by the 
Streets By-Law. 
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Application for 


Permit. 


(8) 


Every application fora permit 


(a) is to be in writing in the form of Schedule "B", 
signed by the Owner of the land to be drained, or 
by his agent duly authorized in writing, and 


(b) is to show the name and address of the person who 
is to do the work, and 


(c) is to be made by delivering the same to the office 
of the Township Engineer together with proper plans 
and specifications, a complete analysis of the 
wastes to be discharged to all yard sewers and 
private drain connections from industrial or commercial 
premises and a permit fee as shown in Schedule "C". 


The Township Engineer may waive the requirement for plans, 
specif ications and analysis wherever in his opinion they 
may safely be dispensed with. 


Location, etc, 


of Trench. 


(9) 


Every yard sewer and private drain connection, through- 
out their length from the main sewer to the building or other 
place to be drained is to be laid, as nearly as practicable, 
in a straight line in a trench at a right angle from the main 
sewer and distant at least six feet (6') from any existing 
water service pipe that was installed prior to the installa~ 
tion of either the yard sewers or private drain connections. 
The six feet (6') between trenches is to be measured 
horizontally between the closest parts of the water service 
pipe and the yard sewer or private drain connection. Only 
one storm water yard sewer and one storm water private 
drain connection and one sanitary yard sewer and one 
sanitary private drain connection is to be installed in one 
trench. 


Required Diameter. 


(10) 


No person is to 


(a) install any yard sewer or any private drain con- 
nection, of a capacity less than adequate, or of a 
diameter less than that of the building drain, or 
of a diameter less than six inches in any event, 
and ; 


(b) connect any yard sewer to any building drain or to 


any private drain connection, where this requirement 
has not been complied with, 
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Standards for Pipe 


and Fittings. 


(11) 


Slope. 


(12) 


In all cases 


(a) 


(b) 


(c) 


(d) 


all pipe used for private drain connections is to 
meet the standards of that commonly used by the 
Corporation for main sewers, and 


the fittings used in the construction of private 
drain connections is to be equal in quality to the 
pipe used, and 


the storm water yard sewer and the storm water 
private drain connection are to be con structed of a 
grey-coloured material, and the sanitary yard sewer 
and sanitary private drain connection is to be con- 
structed of a material having any colour other than 
grey, and 


every private drain connection is to be connected 
to a main sewer, using proper Y fittings or suitable 
saddles. 


The slope of the yard sewers and private drain connections 
is to be not less than one-eighth (1/8) of an inch per foot 
of pipe. 


Installation. 


(13) 


In all cases 


(a) 


(b) 


every yard sewer and private drain connection are 
to be designed, constructed and installed in acc- 
ordance with generally accepted good practice, 
with all joints completed with suitable materials 
and in a proper workmanlike manner, finished clean 
and smooth on both the outside and inside of 

the pipe, and, at the line of the highway, having 
the top of the pipe at least seven feet (7'O") below 
the level of the finished surface of the roadway 
opposite that point, or at such higher elevation 
only as may be necessitated by the level of the main 
sewer, and 


wherever practicable the sewerage of lands under 
different ownership is to be limited to one storm 
water private drain connection and one sanitary 
private drain connection, and 
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(c) wherever possible, every yard sewer is to be installed 
at an elevation below the basement floor. In every 
building in which a building drain is too low to per- 
mit gravity flow to the main sewer, the sewage or 
storm water is to be lifted by suitable means and 
discharged to the appropriate yard sewer. 


Yard Sewer Connection 
with Building Drain. 


(14) 


No person is to connect any sanitary yard sewer to any 
building drain other than a sanitary building drain, or 

or any storm water yard sewer to any building drain other 
than a storm water building drain. 


When Yard Sewer 
to be Installed. 


(15) 


No person is to perform any work of installation of a 
yard sewer, until 


(a) the main sewer is in operation and the private drain 
connection installed, and 


(b) either the roof is on the building, or the upper end 
of the yard sewer is properly covered and protected 
in the manner shown in Schedule "D". 


Where Manhole 


Required. 


(16) 


A manhole is to be constructed and installed by the owner 
at his own expense, 


(a) on every yard sewer carrying industrial waste, 
regardless of size, which manhole 


(i) is to be located on the owner's property im- 
mediately adjacent to the line of the highway 
or at some other as suitable location, and 


(ii) is to be designed, constructed and installed 
in accordance with generally accepted good 
practice, and 


(iii) is to be readily accessible, and maintained in 
a safe condition by the owner of the property, 
and 


(b) at the main sewer for every private drain connection 


having a diameter equal to or greater than twelve 
(12) inches. 
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Backfilling and Inspection. 


(17) The owner of the lands is responsible that no part of a 
yard sewer or private drain connection is backfilled or 
hidden from view, until notice has been given to, and the 
work inspected by the Township Engineer or one of his 
duly authorized inspectors. No person is to backfill or 
hide any part of a yard sewer or private drain connection 
from view until there has been such notice and inspection. 


N ODE: In the Regulations under The Ontario Water 
Resources Commission Act, "drainage piping" 
includes a building sewer, and Part III 
regulates sewage systems. 
Inspection and testing procedures are also 
dealt with. 

NQTE: The above-mentioned Act and Regulations do 
not require separate building sewers for sanitary 
and storm water purposes, as does this By-Law. 


Use of Existing 
Private Drain Connections. 
(18) An existing private drain connection is not to be used as 
the outlet for a new yard sewer until it has been determined 
by exposure at the line of the highway, that it is of adequate 
size, at proper depth, and in good condition. 


Parking Area Drainage. 


(19) Every parking area is to be drained by catch basins and 
storm water yard sewers as follows, 


(a) one catch basin for each five thousand (5000) to 
seven thousand (7000) square feet of paved area, and 


(b) each catch basin 


(i) is to have a sump at least 18 inches deep, 
below the invert of the yard sewer, and 


(ii) is to be fitted with a suitable trap. 
RESPONSIBILITY FOR MAINTENANCE 


OF YARD SEWERS AND 
PRIVATE DRAIN CONNECTIONS 


7. The. owner of lands drained into any main sewer is responsible 
for the proper maintenace, repair and necessary replacement 
at his own expense, Of the yard sewers and private drain con- 
nections, and the repair of any roadway, sidewalk or curb that 
is damaged by reason of faulty yard sewers or private drain 
connections, or that is disturbed in the maintaining, repairing 
or replacing the same. 
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WHERE GREASE TRAPS REQUIRED 
TO PREVENT PROHIBITED DISCHARGES 


Si (1) Every person operating a restaurant business, public 
garage, metals plant or other establishment of any kind 
from which there is or is likely to be discharged into any 
sewer, any Oil or grease contrary to this By-Law is to 
install a suitable grease and oil trap effectual to prevent 
contravention of this By-Law, and execute such other 
works and do such other things as may be necessary for 
the purpose but this does not apply to private living 
quarters. 


(2) A grease and oil trap is not suitable within the meaning of 
subsection 1 of this section unless it is capable of inter- 
cepting and trapping grease, oil, flammable wastes, sand 
and other such ingredients, and is of adequate size. 


(3) Every such grease and oil trap is to be so located as to 
be readily accessible for inspection and cleaning, and 
shall be kept in proper working order by the owner or 
operator of the establishment. 


PROHIBITED DISCHARGES 


To Any Sewer or 


Drain, etc. 


a. (1) No person is to discharge or allow the discharge of, 
directly or indirectly, into any sewer or drain, or into 
any land drainage works, or any of the following which 
are capable of discharging into any well, pond, reservior, 
lake, spring, stream, river or other water or watercourse, 
or other such place where the quality of the water may 
by impaired thereby, 


(a) liquid or vapour having a temperature of more than 
O 
150° Fahrenheit, or 


(b) gasoline, benzene, naptha, fuel oil or other in- 
flammable or explosive liquid, or 


(c) ashes, cinders, sand, mud, straw, shavings, metal, 
glass, rags, tar, plaster, wood, cellulose, or 


(da) animal waste other than human, such as hir, wool, 
or fur, feathers, intestines, blood, parts of bodies or 
other such animal waste, or 


(e) matter having a pH lower than five point five (5.5) or 
higher than nine point five (9.5) or having any other 
corrosive property which may cause damage to the 
sewerage system, or injury to any person, or 


(f) waste capable of creating a public nuisance by reason 


of its noxious or malodourous qualities or otherwise, 
or 
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(g) substance of such a kind or condition or in such 
quantity as to be capable of causing obstruction 
to the flow in the sewers or interfering with the 
proper Operation of the sewerage system, or 


(h) atomic waste or radioactive materials, or 


(i) hair from barber shops, hairdressing establish- 
ments, wig-makers' shops or other such places, or 


(j) blood or parts of human bodies from hospitals medical 
schools, blood donor clinics, undertakers' establish-° 
ments or from any other places of any kind. 


To Any Sanitary Sewer 
or Combined Sewer 


(2) 


No person is to discharge or allow the discharge of, 
directly or indirectly, into any sanitary sewer or into any 
combined sanitary and storm sewer, any of the following 


(a) matter which may contain more than one hundred 
(100) parts per million by weight, of fat, oil or grease 
of animal or vegetable origin, or more than ten 
parts per million by weight, of oil or grease of 
mineral origin, or 


(b) matter containing suspended solids exceeding 
three hundred and fifty (350) parts per million by 
weight, or 


(c) matter in which the five-day biochemical oxygen 
demand exceeds three hundred (300) parts per 
million by weight, or 


(a) matter containing any toxic or poisonous substance 
of such a nature and in a concentration or quantity 
which might interfere with or prejudice any sewage 
treatment process or which might constitute a danger’ 
to humans or other animals or impair the quality of 
the water in any lake or other body of water to which 
the effluent from the sewage treatment plant is dis- 
charged and, without restricting the general ap- 
plication of this section, any of the following materials 
in greater concentration by weight than as herein 
indicated, 


(i) Chromium as "Cr" - 3 parts per million, and 
(ii) Cyanide as "HCN" - 2 parts per million, and 
(iii) °’Phenol or equivalent -50 parts per billion, and 
(iv) Copperas "Cu" - l part per million, and 

(v) Zinc as "Zn" - l part per million, and 
(vi) Nickel as "Ni" - 1 part per million, and 

(vii) Cadmium as "Cd" - 1 part per million, or 
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(e) 


garbage, but the Township Engineer may give con- 
sent in writing signed, subject to revocation at 

any time without notice, for the installation of a 
hydraulic garbage shredder in any premises wherever 
he is satisfied that the capacity of the main sewer 
and the flow in the same is such that there is no 
likelihood of any accumulation in the main sewer. 


To Any Sanitary Sewer. 


(3) 


No person is to discharge or allow the discharge of 
directly or indirectly into any sanitary sewer, any storm 
water, surface water, ground water, roof run-off, sub- 
surface drainage or any uncontaminated water. 


To Any Storm Sewer. 


(4) 


No person is to discharge or allow the discharge of, 


directly or indirectly into any storm sewer of any of the 
following, 


(a) 


(b) 


(c) 


(d) 


(e) 


(f) 


liquid which may contain more than ten (10) parts per 
million by weight of fat, oil, grease or other matter 
that is soluble in either, or 


matter of sucha nature and in such concentration 
or quantity as may cause death or injury to any 
person, fish, animal or bird, or damage to any 
property, or 


matter containing suspended solids exceeding 
twenty (20) parts per million by weight, or which 
will not readily pass through a quarter-inch screen, 
or 


matter in which the five-day biochemical oxygen 
demand exceeds twenty (20) parts per million by 
weight, or 


coloured matter from which the colour is not capable 
of being removed, or from which the colour is not 
capable of being substantially dispersed by adding 
as little as four (4) parts of water without colour to 
One part of the coloured matter, or 


matter containing any toxic or poisonous substance 
of such a nature and in a concentration or quantity 
which might be dangerous to marine or vegetable 
life in any lake or other body of water into which 
the storm sewer discharges and, without restricting 
the general application of this section, any of the 
following materials in greater concentration by 
weight than herein indicated 
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(i) 
(ii) 
(iii) 
(iv) 
(v) 


(vi) 
(vii) 


(viii) 


(ix) 


phenolic 
Equivalents 


Cyanides as 
"HCN u 


Cadmium as 
ea u 


Chromium as 
ler W 


Copper as 
HONS) u 


ZAN CLA Se Ary 4 
lroncasarre.” 


Chlorides as 
EG u 


Sulphates as 
"S04 W 


20 parts per billion, and 


0.1 parts per million, 
1.0 parts per million, 
1.0 parts per million, 


3 parts per million, 
15 parts per million, 


17 parts per million, 
1500 parts per million, 


1S60 parts per million, 


(g) matter in which the median coliform count exceeds 
twenty-four hundred (2400) per hundred millilitres, 


and, 


(h) ..garbage. 


TEST OF WASTES 


10. All measurements, tests and analysis of the characteristics of 


water and waste are to be determined in accordance with standard 


methods. 


WASTE TREATMENT UNDER 


AGREEMENT WITH CORPORATION 


and 


and 


and 


and 
and 


and 


and 


and 


11. Where the waste discharged from any premises is in contravention 
of section 9 of this By-Law, the owner or other person in charge 


(a) is responsible that there is provided the necessary treat- 
ment of such waste to make the same conform to the re- 


quirements of this By-Law, or 


(b) is to bear the cost of necessary treatment by the Corporation, 
or by another on its behalf, where that is feasible and the 
Corporation by agreement im writing undertakes such treat- 


ment. 
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WHEN BUILDING REMOVED OR DEMOLISHED 


12. When a building is removed or demolished the owner is responsible 
that every private drain connection is exposed at the line of the 
highway and reasonable notice given to the Yownship Engineer so 
that it may be inspected and if the same meets the requirements 
of this By-Law, the approval of the Township Engineer and is 
in good condition, the owner is responsible 


(a) that it is properly plugged at the line of the highway, and 


(b) that otherwise it is disconnected at the main sewer and the 
junction with the main sewer properly plugged, 


all such work to be done by a bonded contractor. 
NOTE: The building regulations require a permit to be 
obtained before a building is removed or demolished. 
FILLING UP AND DRAINING 
VACANT LOTS 
13. The owner of any ground, yard, or vacant lot is responsible to 
clean and clear, and either fill up or drain the same. 
MISCELLANEOUS PROHIBITIONS 
Obstructing Watercourses. 
14. (1) No person is to obstruct any drain or watercourse, or allow 


the obstruction of the same, or maintain any obstruction 
therein. 


Damaging or Obstructing 
Sewer. 


(2) No person is to do anything likely to damage or obstruct 
any part of the sewerage system of the Corporation. 


Tampering, etc. 


(3) No unauthorized person is to tamper with any part of the 
sewerage system, or enter into any main sewer or other 
part of the sewerage system. 


WHERE WORKS TO BE DONE BY 
THE TOWNSHIP ENGINEER 


15. Whenever any work required by this By-Law to be done is not 
done, or is not done in accordance with the requirements of this 
By-Law, the Township Engineer is to cause it to be properly 
done, and the amount of the expense incurred in doing it is to 
be added to the collector's roll and collected as realty taxes 
are collected. 
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NOTE: Plumbing inspectors are appointed by separate 
By-Law, - and it is an offence under The Ontario 
Water Resources Commission Act for any person 
to obstruct or attempt to obstruct entry and 
inspection by such inspectors. 

NOTE: See also The Ontario Water Resources Com- 
mission Act for provisions authorizing the 
municipality doing over again, at the expense 
of the owner, plumbing work which does not 
conform to the Regulations under that Act. 


PENALTIES 
16. Every person found guilty of contravening any of the 


provisions of this By-Law is liable to a fine of not more 
than Three Hundred Dollars ($300.00) exclusive of costs. 


PASSED By the Council of The Corporation of the Township of Ancaster 
this Sth ‘daystofe funes 1974. 


LD. Harper . A. Barnes 
CLERK REEVE 
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SCHEDULE “A” 


(Referred to in Cee) of By-Law No. 71-2374 Respecting Sewers and 
PRLS) CUP UIOGT vatoa taatera cee statete esti cre eter 


THIS AGREEMENT made in triplicate this .........00. 
LAY Olin ele o/aia se aseitaees oie eis.ee8sis De Le Oe ree 


BETWEEN 


eeeoeoreteoereeereoeeeoereer ere er eoer eee reer we wee owe eee ee 


hereinafter called the Owner 
- and - 


THE CORPORATION OF THE TOWNSHIP 
OF ANCASTER 
hereinafter called the Township 


WHEREAS the Owner has represented that he is the owner 
Che coreatuoarcel-Of land abutting on the «eas ey saree SICE OL eter eee 
and more particularly described in Schedule 1 hereto attached, and in 
which said highway there is no sanitary sewer or storm water sewer, 
and the said Owner has applied for permission to install private drain 
connections from yard sewers in the said parcel of land to the main 


Sewers ET Ueta ter ss as tie eee ane a hele eens Ole: Societe owe o ater ern ee ere Shue alenaceto err 


and, 


WHEREAS the Township has granted such permission upon 
the terms and conditions hereinafter set forth. 


NOW THEREFORE THIS AGREEMENT WITNESSETH, that in 
consideration of the Township's issuance of a permit to install private 
drain connections from the yard sewers in the parcel of !and more 
particularly described in Schedule 1 hereto to the main sewer in...... 
eecececseess, the Owner, for himself and his successors in title to 
the said parcel of land, covenants and agrees, 


1. To pay an annua} rental as provided in the Township's 
By-Law NO.« eoveccceeeee+ee -RESpeEcting Sewers and Drains for the 
privilege of-draing said) parcel to the sewer ii <sm.s sa ssc s css seriasia ce 


2. To forego any claim for damages from backwater from 
Pee Raid: sower Uriey sisucra cs eielo'e ck Ce 


3. Not to petition against or oppose the construction of a 
main sewer in any highway upon which any part of the said parcel of land 
abuts, and the whole or part of the expense of installing which main sewer 
is to be specially assessed against the said parcel; and that if his name or 
the name of any of his successors in title appear on any such petition the 
same may be disregarded in determining the number of owners petitioning 
against any such proposed work and in determining the value of the lands 
to be specially assessed, and 
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4. To disconnect every yard sewer in the said parcel 
from the private: drain connections to the sewers in ......¢sessceee 
when any main sewer of a kind to which such yard sewer is permitted by 
the said By-Law to be connected, is laid in any highway immediately 
in front of or alongside the said parcel, and to connect such yard sewers 
to private drain connections to such new sewer, and . 


S- The covenants herein contained are binding upon the - 


Owner and his successors in title and shall be covenants running with 
the land. 


IN WITNESS WHEREOF the Owner has hereunto set his hand 
and seal. 


Signed, sealed and delivered 
in the presence of 


A-3.44 


Tia 
; on 
ae a ae 


uu : 2 Di ; 
oa 4 hae 
 ~ 7 en na 


jaa 4 Cie i oie” st a 

a8: rae p nmt or: nd rine: nepal’ ‘nie 
oo Walt ciy Ata ch i. 73 AY | VEO” crea aes 
= eal Neato! 0 Be s of op wheal Cie 
by dc? de, fee 8 Sel abincAols eee 
ir sear ane 


Ph 
= me de byes bad , 
Rite.) C 4 =i J 


fi iw Manet = seer a 


SCHEDULE "B” 


Application for Permit 
(Referred to in Section 6(8) of By-Law 
No. 71-2374 Respecting Sewers and Drains) 


Nuainber > .Ac8. elt cere 

Pais: cicle  erecese a tsvelatelel cere s 0s oie! 6 Sete sieleia sie ses. ett pe DOING LNG OWNEr.OF 
Oise iets ei site ferate ts Siete writers SCL OCCOL i arcia a Soo ere baie 6 ota a ele lola lel ateveree meus s 
PSE WVE Sia ci tete ws eee iae: Ct tee w Gate Ae SLING od 2 Mee PeLIT rs Oe EN oc. oso wie sta es eels 
in the Township of Ancaster, hereby ue for a permit to perform the 
following work, namely, 


Number Size Description 
Pot se peters Pe Pe Ue alg 8 Bs sanitary yard sewer(s) 
Bre tern anette atehet soa si sterits sanitary private drain connection(s) 
Por f. Oak CI SHE: storm water yard sewer(s) 
RMS Ct etoletetetetetetets storm water private drain 
connection(s) 
sanitary 
lateral connection(s) 


storm water 
to a yard sewer 
@eeeeoeee4e79ree ee eeeeese#eeee#8ee¢ catch basins 
-- the work to be done by the following bonded contractor, namely, 
whose plans and specifications for such work are filed herewith as pian 
VIUIUGUIOG tears tetcre tenet etele le lorobetetioe) cles chevcl sence s 


The wastes to be discharged to the sewers and drains under this 
application are: 

Domestic sanitary sewage 

‘Rain, ground and surface water, or 

As set out on the schedule attached hereto. 


DATED at the Township On ncactemthis #66 tsck Se sees GAYIOL Svan cus 
Ae ee tO areueeotears 


WITNESS: 


Owner 
OFFICE USE ONLY 
PO a cecal aie wea ew 0 Mx ciate acre ee rene pe Ae setae acetedaint en & 
APPROVE ISSUANCE OF PERMIT 
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SCHEDULE ‘C” 


Schedule of Fees for Sewer Permits 
(Referred to in Section 6(8) of By-Law 
No. 71-2374 Respecting Sewers and Drains 
Basic fee for any permi eceoeoeeecec cece eo eoec eee ooo oreo eee oe $6.00 


And in addition to the basic fee:- 


For a sanitary yard sewer and a sanitary private drain 
connection, or for either one individually ...-+e. $3.00 


For a storm water yard sewer and a storm water private 
Grain connection, or for either one individually $3.08 


For a lateral connection to a yard SEWEF ceseccccccacece $2.00 


For a catch basin including connection to a storm water 
Yard SEWEL ceececvccsvsccresccccsseressccsere S200 
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SCHEDULE 'D' 


PROTECTION OF OPEN END 
OF YARD SEWER 


( REFERRED TOIN SECTION 6(15) ) 
. OF BY-LAW 71-2374 RESPECTING SEWERS AND DRAINS 


oe 


STOPPER & CONCRETE PLUG sepeeeurd o 


za 
= , PERFORATED [STOPPER & CONCRETE PLUG 
= PIPE is 
Q = 
= FOOTING 
a3 _ eens ieee i 
3 S| WALL. OF BUILDING 
@ ail 
—_ are Ln) a 
tad i . 
z STORM WATER YARD — SANITARY YARD SEWER 
if SEWER 
ep) 
oS 
[2 62 
s 
CRUSHED RGN Ie 
STONE NaN 
6' MINIMUM 
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THE CORPORATION OF THE TOWN OF STONEY CREEK 


BY-LAW NO. 779 


as amended by By-Law No. 94] 


being a by-law to regulate sewers and drains 
within the Corporate limits of the Town of 
Stoney Creek 


WHEREAS the Council of the Corporation of the Town of 
Stoney Creek deems it desirable to regulate sewers and drains within 
the Town of Stoney Creek and those things which may be discharged 
into them. 


NOW THEREFORE the Council of the Corporation of the Town 
of Stoney Creek enacts as follows: 


Interpretation 
ls In this By-Law, 
a). “area drain", "building drain", "building sewer" 
“building trap", "main sewer", "sewage", and 


Other technical terms shall have the same meaning 
as they are given in the Regulations under The 
Ontario Water Resources Commission Act; 


b). “biochemical oxygen demand" means the quantity of 
oxygen used in the biochemical oxidation of organic 
matter under standard laboratory procedure in five 
days, properly controlled at 20° Centigrade, ex- 
pressed in parts per million by weight; 


c). “catch basin" means a drain installed to collect 
surface water from an open area and to trap solids; 


d). "corporation" means The Corporation of the Town of 
Stoney Creek; 


e). "pH" means the logarithm (to the base 10) of the 
reciprocol of the weight of hydrogen ions in grams 
per litre of solution; 
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h). 


i). 


j). 


k). 


re 


“private drain connection" means that part of a 
drainage system which connects a yard sewer to 

a main sewer and is situate within the limits of the 
highway, and "sanitary private drain connection" 
means a private drain connection to carry sewage 
but no rain, ground or surface water; and "storm 
water private drain connection" means a private 
drain connection to carry rain, ground or surface 
water and uncontaminated water but no sewage or 
other waste; 


“sanitary building drain" means a building drain to 


carry sewage but no rain, ground or surface water' 


“sanitary sewer" means a sewer to carry sewage but 
no rain, ground or surface water; 


"sanitary yard sewer" means a yard sewer to carry 
sewage but no rain, ground or surface water; 


"standard methods" means the examination and 
analytical procedures set forth in the 11th edition of 
"Sanitary Methods for the Examination of Water, 
Sewage and Industrial Wastes" published jointly in 
1960 by the American Public Health Association, the 
American Water Works Association and the Water 
Pollution Control Federation; 


"storm sewer" means a sewer to carry rain, ground or 
surface water and uncontaminated water, but no sewage 
or other waste; 


"storm water building drain" means a building drain 


to carry rain, ground or surface water and uncontaminated 


water but no sewage or other waste; 


"storm water yard sewer" means a yard sewer to carry 
rain, ground or surface water and uncontaminated 
water, but no sewage or other waste; 


"suspended solids" means solids that either float on 
the surface of or are-in suspension in, water, sewage 
or other liquid, and which are removable by laboratory © 
filtering; and 


“vard sewer" means that part of a drainage system 
outside a building commencing ata point three (3) 
feet from the outer face of the wall of a building and 
connecting the building drain to a private drain 
connection or to any other place of disposal; or means 
that part of a drainage system between a catch basin 
and a private drain connection or other place of 
disposal; and includes a building sewer except that 
part within the limits of the highway. 
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Application of By-law 


bre Nothing in this By-law shall be so construed as to purport 
to permit anything which by the provisions of any applicable Act or 
Regulation is prohibited. 


Administration and Enforcement 


Be The Town engineer or superintendent shall be responsible for 
the administration and enforcement of this By-law. 


Where Sewer Connections Required 


4. Where a parcel of land abuts on a highway in which there is 
a main sewer to which such land may readily be drained, the owner 
shall install yard sewers and private drain connections in the manner 
hereinafter provided, for the drainage of the land to the main sewer, 
and where he fails to comply with this requirement the town clerk, 
after sixty days notice in writing addressed to the owner at his address 
according to the last revised assessment roll and mailed by prepaid 
first class mail, may cause to be installed the same at the expense of 
the owner and the cost shall be added to the collector's roll and 
collected as realty taxes are collected. 


Connection Where Land Not Directly Served 


SS (1) Where a parcel of land does not abut on a highway in 
which there is a main sewer to which such land may readily be drained, 
but there is some other sewer to which the land may readily be drained 
and for the cost of which such parcel has not been specially assessed, 
such parcel may be drained to such other main sewer upon the consent 
of town council and the execution and registration of an agreement in 
the form of Schedule 'A' appended hereto, and the owner of the land 
shall pay annually for a period of ten years, a special rate of one 
dollar ($1.00) per foot of frontage of such land; and such special rate. 
may be commuted for the sum of seven dollars and fifty cents (ope 50) 
per foot frontage less any annual payments which have been made on 
account of principal; 


Provided that where any such land is charged with local 
improvement rates or other sewer construction rates at any time within 
such ten-year period, the remaining installments of the special rate 
shall be cancelled, and, where a payment has been made on commutation - 
of such special rate, the amount applicable to the unexpired portion 
of such ten-year period shall be refunded. 


(2) All special rates shall be entered inthe collector's roll 
and collected as realty taxes are collected. 
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Requirements Respecting Yard Sewers 
and Private Drain Connections 


6. (1) Sanitary and Storm Water Yard Sewers and Private Drain 
Connections to be Separate. 


After the date of the passing of this by-law, no person shall 
install any yard sewer for the carriage of both sewage and rain, ground 
or surface water, but every owner, contractor or other person installing 
a yard sewer shall be responsible that it is either a sanitary yard sewer 
Or a storm water yard sewer and so connected, and that every area drain 
and catch basin, and all subsurface drainage, is connected to the storm 
water yard sewer, and no person shall install any private drain connec- 
tion for the carriage of both sewage and rain, ground or surface water, 
but every owner, contractor or other person installing a private drain 
connection shall be responsible that it is either a sanitary private drain 
connection or a storm water private drain connection and so connected; 
but, notwithstanding the foregoing respecting private drain connections, 
where only a combined sewer is available, the two private drain connec- 
tions shall nevertheless be kept separate, except where there is an 
existing private drain connection. 


(2) Separate Connections for Separate Premises 


No permit shall be issued for connecting into one yard sewer 
or into one private drain connection, more than one single-family, two- 
family or three-family dwelling or multiple dwelling, or more than one 
dwelling of a pair of semi-detached dwellings or of a row of dwellings, 
or more than one lot, building on premises,or two or more parcels under 
different ownership; and the making of any such connection or the 
permitting of the making of it by any owner, contractor or other person 
shall be an offence against this By-law; and when any parcel of land 
which is drained to a main sewer is subdivided, each part into which 
it is subdivided shall be drained by yard sewers and private drain 
connections which are not connected to any other land; 


Provided, however, that where a row of attached dwellings are 
at a right angle or approximately at a right angle to the street in which 
is the main sewer to which they are to be drained, all will be allowed 
to connect into one private drain connection, so long as each house has 
its own separate building drain connected to a common yard sewer, and 
so long as all the houses remain in the same ownership. 


(3) Permit Required 


With the exception of work done by duly authorized servants 
of the corporation, no person shall perform or commence any work of 
constructing, reconstructing, installing, altering or connecting the whole 
or any part of any yard sewer or private drain connection, or any appur- 
tenance thereof, except pursuant to a. permit signed by the town clerk 
or a duly authorized assistant and in accordance therewith. 
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(4) Location, etc., of Trench 


Every yard sewer and private drain connection, throughout 
their length from the main sewer to the building or other place to be 
drained shall be laid, as nearly as practicable, ina straight line in a 
trench at a right.angle from the main sewer and distant at least six 
feet from the nearest water service pipe, measured horizontally to the 
nearest point of such service pipe. Only one storm water yard sewer 
and one private drain connection, and one sanitary yard sewer, and 
one sanitary private drain connection shall be installed in one trench. 


(5) Required Diameter 


No person shall install any yard sewer or any private drain 
connection, of a capacity less than adequate, or of a diameter less 
than that of the building drain, or of a diameter less than six inches 
in any event; and no person shall connect any yard sewer to any 
building drain or to any private drain connection, where this require- 
ment has not been complied with. 


(6) Standards for Pipe and,Fittings 


a). All pipe used for private drain connections shall meet 
the standards of that commonly used by the corporation 
for main sewers. 


b). In all cases the fittings used in the construction of 
private drain connections shall be equal in quality 
to.the pipe used, and suitable for the type of pipe 
used. 


c). The storm water yard sewer and the storm water private 
drain connection shall be constructed of a grey- 
coloured material, and the sanitary yard sewer and 
sanitary private drain connection shall be constructed 
of a material having any colour other than grey. 


d). Every private drain connection shall be connected to 
a main sewer, using proper 'Y' fittings or suitable 
saddles. 


(7) Slope 


The slope of the yard sewers and private drain connections shall 
be not less than 1/8 of an inch per foot of pipe. 


(8) Installation 


a). Every yard sewer and private drain connection shall 
be designed, constructed and installed in accordance 
with generally accepted good practice, with all 
joints completed with suitable materials and ina 
proper workmanlike manner, finished clean and smooth 
on both the outside and inside of the. pipe, and, at 
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the line of the highway, having the top of the pipe 
at least severn feet (7'-0") below the level of the 
finished surface of the roadway opposite that point, 
or at such higher elevation only as may be necessit- 
ated by the level of the main sewer. Wherever 
practicable the sewerage of lands under different 
ownership shall be limited to one storm water private 
Grain connection and one sanitary private drain 
connection. 


b). Wherever possible, every yard sewer shall be installed 


at an elevation below the basement floor, In every 
building in which a building drain is too low to permit 
gravity flow to the main sewer, the sewage or storm 
water shall be lifted by suitable means and discharged 
to the appropriate yard sewer. 


(9) Yard Sewer Connection with Building Drain 


No person shall connect any sanitary yard sewer to any building 
drain other than a sanitary building drain, or any storm water yard sewer 
to any building drain other than a storm water building drain. 


(10) When Yard Sewer to be Installed 


No person shall perform any work of installation of a yard 


sewer until: 


a). 


b). 


The main sewer is in operation and the private drain 
connection installed; and 


either the roof is on the building, or the upper end 
of the yard sewer is properly covered and protected. 


(11) Where Manhole Required 


A manhole shall be constructed and installed by the owner at 


his own expense, 


a). 


on every yard sewer carrying industrial waste, 
regardless of size. The manhole: 


(i) shall be located on the owner's property 
immediately adjacent tothe line of the highway 
or at some other suitable location; 


(ii) shall be designed, constructed and installed 
in accordance with generally accepted good 
practice; and 


(iii) shall be readily accessible, and maintained 


in a safe condition by the owner of the property; 
and 
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b). at the main sewer for every private drain connection 
having a diameter equal to or greater than 12 inches. 


(12) Backfilling and Inspection 


The owner of the lands shall be responsible that no part of 
a yard sewer or private drain connection shall be backfilled or hidden 
from view, until notice has been given to, and the work inspected by, 
the town engineer or superintendent or one of his duly authorized 
inspectors; and it shall also be an offence for any person to backfill 
or hide any part of a yard sewer or private drain connection from view 
until there has been such notice and inspection. : 


(13) Use of Existing Private Drain Connections 


An existing private drain connection shall not be used as 
the outlet for a new yard sewer until it has been determined by exposure 
at the line of the highway, that it is of adequate size, at proper depth, 
and in good condition. 


(14) Parking Area Drainage 


a). Every parking area shall be drained by catch basins 
and storm water yard sewers. 


b). Each catch basin shall have a sump at least 18 inches 
deep, below the invert of the yard sewer, and shall 
be fitted with a suitable trap. 


Responsibility for Maintenance of 
Yard Sewers and Private Drain Connections 


Nee The owner of lands drained into any main sewer shall be 
responsible for the proper maintenance, repair and necessary replacement 
at his own expense, of the yard sewers and private drain connections, 
and the repair of any roadway, sidewalk or curb that is damaged by 
reason of faulty yard sewers or private drain connections, or that is 
disturbed in the maintaining, repairing or replacing the same. 


Where Grease Traps Required 
to Prevent Prohibited Discharges 


8. (1) Every person operating a restaurant business, public garage, 
metals plant or other’establishment of any kind from which there is or is 
likely to be discharged into any sewer, any oil or grease contrary to this 
By-law shall install a suitable grease and oil trap effectual to prevent | 
contravention of the By-law, and execute such other works and do such 
other things as may be necessary for the purpose; provided this shall 
not apply to private living quarters. 
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(2) A grease and oil trap shall not be deemed to be suitable 
within the meaning of subsection 1 unless it is capable of intercepting 
and trapping grease, oil, flammable wastes, sand and other such 
ingredients, and is of adequate size. 


(3) Every such grease and oil trap shall be so located as to 
be readily accessible for inspection and cleaning and shall be kept 
in proper working order by the owner or operator of the establishment. 


Prohibited Discharges 


9. (1) No person shall discharge into any sewer or drain or into 
any land drainage works that are capable of discharging into any well, 
pond, reservoir, lake, stream or other water or watercourse, or such 
other place where the quality of the water may be impaired thereby, any 


a). liquid or vapour having a temperature of more than 
150° Fahrenheit; 


b). gasoline, benzine, naptha, fuel oil or other inflammable 
or explosive liquid; 


c). ashes, cinders, sand, mud, straw, shavings, metal, 
glass, rags, tar, plaster, wood, cellulose; 


a). animal waste other than humans such as hair, wool 
or fur, feathers, intestines, blood, parts of bodies 
or other such animal waste; 


e). matter having a pH lower than 5.5 or higher than 9.5, 
or having any other corrosive property which may 
cause damage to the sewerage system, or injury to 
any person; 


f). waste capable of creating a public nuisance by reason 
of its noxious or malodourous qualities or otherwise; 


g). substance of such a kind or condition or in such quantity 
as to be capable of causing obstruction to the flow 
in the sewers or interfering with the proper operation 
of the sewerage system; 


a 


h). atomic waste or radioactive materials; 


i). hair from barber shops, hairdressing establishments, 
wig-makers' shops or other such places; or 


j). blood or parts of human bodies from hospitals, medical 
schools, blood donor clinics, undertakers' establish- 
ments or from any other places of any kind. 
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(2) To Any Sanitary Sewer or Combined Sewer 


No person shall discharge or allow the discharge of, directly 
or indirectly, into any sanitary sewer or into any combined sanitary 
and storm sewer, any. 


a). 


c). 


matter which may contain more than 100 parts per 
million by weight, of fat, oil or grease of animal 

or vegetable origin, or more than 10 parts per . 
million by weight, of oil or grease of mineral origin; 


matter containing suspended solids exceeding 350 
parts per million by weight; 


matter in which the five-day biochemical oxygen 
demand exceeds 300 parts per million by weight; 


matter containing any toxic or poisonous substance 
of such a nature and in a concentration or quantity 
which might interfere with or prejudice any sewage 
treatment process or which might constitute a 
danger to humans or other animals or impair the 
quality of the water in any lake or other body of 
water to which the effluent from the sewage treat~- 
ment plant is discharged; and without restricting 
the general application of the foregoing, any of the 
following materials in greater concentration by weight 
than indicated following are within the meaning of 
this clause, namely 


Chromium as "Cr" 3 parts per million 
Cyanide as "HCN" 2 parts per million 
Phenol or equivalent 50 parts per million 
Copper as "Cu" 1 part per million 
ZING. as, An 1 part per million 
Nickel as "Ni" 1 part per million 
Cadmium as "Cd" 1 part per million; or 


garbage, provided however, that the town engineer 
may give consent in writing signed, subject to 
revocation at any time without notice, for the 
installation of a hydraulic garbage shredder in any | 
premises wherever he is satisfied that the capacity 
of the main sewer and the flow in the same is such 
that there is no likelihood of any accumulation in 
the main Sewer. 


(3) To Any Sanitary Sewer 


a“ 


No person shall discharge or allow the discharge of, directly 
or indirectly into any sanitary sewer, any storm water, surface water, 
ground water, roof run-off, sub-surface drainage or any uncontaminated 


water. 
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(4) To Any Storm Sewer 


No person shall discharge or allow the discharge of, directly 
or indirectly into any storm sewer, any 


a) liquid which may contain more than 10 parts per million 
by weight of fat, oil, grease, or other matter that is 
soluble in either; 


b). matter of such a nature and in such concentration or 
quantity as may cause death or injury to any person, 
fish, animal or bird, or damage to any property; 


c). matter containing suspended solids exceeding 20 parts 
. per million by weight, or which will not readily pass 
through a quarter-inch screen; 


d). matter in which the five-day biochemical oxygen 
demand exceeds 20 parts per million by weight; 


e). coloured matter from which the colour is not capable 
of being removed, or from which the colour is not 
capable of being substantially dispersed by adding 
as little as 4 parts of water without colour to one 
part of the coloured matter; 


f). matter containing any toxic or poisonous substance 
of such a nature and in a concentration or quantity 
which might be dangerous to marine or vegetable 
life in any lake or other body of water into which the 
storm sewer discharges; and without restricting the 
general application of the foregoing, any of the 
following materials in greater concentration by weight 
than indicated following are within the meaning of 
this clause, namely, 


Phenolic Equivalents 20 parts per billion 
Cyanides as "HCN" 0.1 parts per million 
Cadmium as’ "Gda™ 1.0 parts per million 
Chromium as "Cr" 1.0 parts per million 
Copper as "Cu" 3 parts per million 
Zine as. 20 15 parts per million 
Iron as "Fe" 17 parts per million 
Chlorides as "Cl" 1500 parts per million 
Sulphates as "S04" 1500 parts per million 


g). matter in which the median coliform count exceeds 
2400 per hundred millilitres; or 


h). garbage. 
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Test of Wastes 


Lav All measurements, tests and analyses of the characteristics 
of water and waste shall be determined in accordance with standard 
methods. 


Waste Treatment Under Agreement with Corporation 


aes Where the waste discharged from any premises is in contra- 
vention of section 9, the owner or other person in charge shall be 
responsible that there is provided the necessary treatment of such 
waste to make the same conform to the requirements of this By-law, 
or shall bear the cost of necessary treatment by the corporation where 
that is feasible and the corporation by agreement in writing undertakes 
such treatment. 


When Building Removed or Demolished 


123 When a building is removed or demolished the owner shall 
be responsible that every private drain connection is exposed at the 
line of the highway and reasonable notice given to the town engineer 
or superintendent so that it may be inspected; and if the same meets 
the requirements of this By-law and is in good condition, the owner 
shall be responsible that.it is properly plugged at the line of the high- 
way, and that otherwise it is disconnected at the main sewer and the 
junction with the main sewer properly plugged; all such work to be 
done by a bonded contractor. 


NOTE: The building regulations require a permit to be 
obtained before a building is removed or demolished. 


Filling Up and Draining Vacant Lots 


HS The owner of any ground, yard, or vacant lot shall be 
responsible to clean and clear, and either fill up or drain the same. 


Miscellaneous Prohibitions 
Ps (1) Obstructing Watercourses. 


a). The Corporation may in writing require the owner of 
land or any other person obstructing or allowing the 
obstruction or maintaining the obstruction of any 
drain or water course to do all such work as the 
Corporation determines is necessary to remove the 
obstruction. 


b). Where the owner or other person is required to do 
the work referred to in subsection (a) of this section, 
the work shall be done within the time specified in 
the written requirements, and the Corporation when 
making such written requirements will specify the 
obstruction which is required to be removed. 
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(2) Damaging or Obstructing Sewer 

No person shall do anything likely to damage or obstruct any 
part of the sewerage system of the corporation. 

(3) Tampering, etc. 

No unauthorized person shall tamper with any part of the 


sewerage system, or enter into any main sewer or other part of the 
sewerage system. 


Where Works to be Done by Engineer 


iow Whenever any work required by this By-law to be done is not 
done, or is not done in accordance with the By-law, the town engineer 
may cause it to be properly done, and the amount of the expense 
incurred in doing it shall be added to the collector's roll and collected 
as realty taxes are collected. 


Penalties 


Gr Every person found guilty of contravening any provision of 
this By-law is liable to a fine of not more than Three Hundred Dollars 
($300.00) exclusive of costs. 


PASSED this 13th day of February, A.D. 1968. 


J. W. Watson 
Mayor 


LL beriice ©) Ripps 
Clerk 
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SCHEDULE. "A: 


(Ratecrad tov, vsremas He ceeour oc DY ROW NLO cate a) oto 4 apd ..Respecting Sewers 
and Drains) 


INGUIN ac iedene cue ax acer fecepoas ee, ¢ 


AGREEMENT made in triplicate this ......2.5%.\< « .day of 
Ae ee em TASER U RANE x, 


BETWEEN 


GLeNeUelenes 6 one HOD OM Sen O He PERS LONG: 91.0 Ole TE ne (0 0 h0 50 66! COP OV ere) ©4048 


hereinafter called the Owner 


- and - 
THE CORPORATION OF THE TOWN OF STONEY CREEK 
hereinafter called the Town 
WHEREAS the Owner has represented that he is the owner 
of a certain parcel of land abutting on the ........ee. SLUG: OP ies cs 
SO ots, 5) tat aes ..and more particularly described in Schedule 1 hereto 


attached, and in which said highway there is no sanitary sewer or 
storm sewer, and the said Owner has applied for permission to install 
private drain connections from yard sewers in the said parcel of land 
to the main sewers in .....ee.- BPC Ya Reo 6. sc8 Se aon s ea eh checkaterueees Rae 


AND WHEREAS the Town has granted such permission upon 
the terms and conditions hereinafter set forth; “ 


WHEREFORE THIS AGREEMENT WITNESSETH, that in con- 
sideration of the Town's issuance of a permit to install private drain 
connections from the yard sewers in the parcel of land more particularly 
described in Schedule 1 hereto, to the main sewers IE Ab Paar eng 
POR a ...., the Owner, for himself and his successors in 
title to the said parcel of land, covenants and agrees, 


Le To pay an annual rental as provided in the Town's By-law 
PA oss Gist eens a aiatere Respecting Sewers and Drains, for the privilege of 


a To forego any claim for damages from backwater from the 
anid Sewer diced sa. os walk Bee Ones Ree ed OR Oa Hae EEE Raa ; 


A-3.60 


eat.) 
we 
—en ae . 
ae yee. ey ‘oul , 
ne % 
a hal 


nt) Si 
a eine s@@nee fai)! re if ey Aviat ‘rsilaiea - - 
7 mit ae oyTy, - ; : oes 0% ef om i An 7) 7 


| — if : 
re es ie ; 7 


sth? i iw 7 
, O20nTe |. hia} ne ah 
i) have) ; j rit j 

19 i" Ms [2 é : ' - Nhe : ' au! aay >t 


*e¢eeee 


; T on 
.GPSMe O12 FL) ee ine ie; na meow 


\ avin. - 
Lng Sil OF 
“= 


Nom cioleatinie 


= (10D) 1). 17 (ul N 
aber’ orinebals, i! 
Siiihian sees! 


os ©-e 


~ 


o4 Not to petition against or oppose the construction of a main 
sewer in any highway upon which any part of the said parcel of land 
abuts, and the whole or part of the expense of installing which main 
sewer is to be specially assessed against the said parcel; and that if 
his name or the name of any of his successors in title appear on any 
such petition the same may be disregarded in determining the number 
of owners petitioning against any such proposed work and in determin- 
ing the value of the lands to be specially assessed; 


4. To disconnect every yard sewer in the said parcel from the 
private drain connections to THE SOCWEES ase os © ss jsverelte’s, Sele ss Se 
.eeeeeeee when any main sewer of a kind a Pen such yard sewer is 
partes by the said By-law to be connected, is laid in any highway 
immediately in front of or alongside the said parcel, and to connect 
such yard sewers to private drain connections to such new sewer. 


Ds The covenants herein contained shall be binding upon the 
Owner and his successors in title and shall be covenants running with 
the land. 


IN WITNESS WHEREOF the Owner has hereunto set his hand 
and seal. 


Signed, Sealed and Delivered ) 


in the presence of ) 
) 
) 
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THE CORPORATION OF THE TOWNSHIP OF SALTFLEET 


BY-LAW NO. 2326 


RESPECTING SEWERS AND DRAINS 


WHEREAS for the purpose of ensuring the proper construction, orderly 
development and proper maintenance and control of the sewer system of 
the said Corporation deems it necessary to regulate the construction, 
maintenance and use of the said sewer system and all connections there- 


with. 


NOW THEREFORE THE COUNCIL OF THE CORPORATION OF THE TOWNSHIP 
OF SALTFLEET ENACTS AS FOLLOWS: 


DEFINITIONS 


Ls In this By-law, unless the context specifically indicates otherwise: 


(a) 


(c) 


(a) 


(e) 


(g) 


(h) 


"B.O.D.", (denoting Biochemical Oxygen Demand) means the 
quantity of oxygen utilized in the biochemical oxidation 

of organic matter under the standard laboratory procedure 

in 5 days, properly controlled at 20° Centigrade, expressed 
in parts per million by weight. 


"building sewer", means that part of drainage piping out- 
side a building or other structure that connects a building 
drain to the sewer connection commencing at a point three 
feet from the outer face of the wall of the building or other 
structure and terminating at the property line. 


“coliform count", means the number of all coliform bacteria 
enumerated by standard laboratory procedure and expressed 
in number of coliform bacteria per 100 millilitres. 


"combined sewer", means a sewer receiving both surface 
runoff and sanitary sewage. 


"engineer", means the Engineer of the Township or his 
authorized Deputy, agent or representative. 


"garbage", means solid wastes from the preparation, cooking 
and dispensing of food and from the handling, storage, and 
sale of produce. 


"health officer", means the Medical Officer of Health for 
Wentworth County or his authorized Deputy, agent or 
representative. 


"industrial wastes", means the liquid wastes from industrial 
processes as distinct from sanitary sewage. 


"matter", includes any gaseous, liquid or solid substance, 
or any combination thereof. 


"natural outlet", means any outlet into a watercourse, 
pond, ditch, lake, or other body of surface or ground water. 


"narts per billion (ppb)", means parts per billion by weight. 


"yarts per million (ppm)", means parts per million by weight. 
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(m) 


(n) 


(0) 


(p) 


(q) 


(r) 


(s) 


(i) 


(u) 
(v) 


(w) 


(x) 
(y) 


(z) 


(z1) 


"pH", means the logarithm of the reciprocal of the weight 
of hydrogen ions in grams per litre of solution. 


"nhenol equivalents", means those hydroxy derivatives of 
benzene or its condensed nuclei, which can be determined 
by the Aminoantipyrene or Gibbs Method. 


"plumbing inspector", means the Plumbing Inspector of the 
Township or his authorized Deputy, agent or representative. 


"properly shredded garbage", means the wastes from the | 
preparation, cooking, and dispensing of food that have been 
shredded to such a degree that all particles will be carried 
freely under the flow conditions normally prevailing in 
public sewers, with no particle greater than one half inch 
in any direction. 


"property line", means the division line between any public 
highway, easement, right of way or other lands owned or 
controlled by the Township or any other public authority 
and lands abutting thereon. 


"public sewer", means any sewer on a public highway, an 
easement, a right of way or other lands owned or controlled 
by the Township or any other public authority. 


"sanitary sewer", means a sewer which carries sanitary 
sewage and to which storm, surface, and ground waters are 
not intentionally admitted. 


"sewage", means a combination of the water-carried wastes 
from residences, business buildings, institutions, industrial 
establishments and other establishments together with 

such ground, surface, and storm waters as may be present. 


"sewer", means a pipe or conduit for carrying sewage. 


"sewer connection", means any pipe connecting with a 
public sewer, and terminating at the property line. 


"sewage works", means all facilities for collecting, pumping, 
treating and disposing of sewage. 


"shall", is mandatory; "may", is permissive. 


"storm channel or watercourse", means an open channel, 
ditch, or watercourse, either natural or artificial, in which 
a flow of water occurs either continuously or intermitently. 


"storm sewer", means a sewer which carries storm and 

) a ‘ 
surface waters and drainage, but excludes sanitary sewage 
and polluted industrial wastes. 


"suspended solids", means solids that either float on the 


surface or are in suspension in water, sewage or other 
liquids and which are removable by laboratory filtering. 
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(z2) 


(a) 


(b) 


(c) 


(a) 


"township", means the Corporation of the Township of 
Saltfleet. 


USE OF PUBLIC SEWERS 


No person shall discharge or cause to be discharged any 
storm water, surface water, ground water, roof run-off, 
sub-surface drainage, cooling water or unpolluted industrial 
wastes into any sanitary sewer. 


Storm water and all other unpolluted drainage shall be 
discharged to such sewers as are specifically designated 
storm sewers or to a storm channel or natural outlet approved 
by the Engineer. Industrial cooling water or unpolluted 
industrial wastes shall, subject to the approval of the 
Engineer, be discharged to a storm sewer or natural outlet 

or in such other manner as may be approved by the Engineer. 


The use under any circumstances of any sewer as a combined 
sewer is specifically prohibited. 


Discharge to Storm Sewers. No person shall discharge or 
allow the discharge directly or indirectly into any storm 
sewer, Or connection into any storm sewer, or into any 
other land drainage works that are capable of discharging 
into any well, lake, river, pond, spring, stream, reservoir, 
or other water or watercourse or any shore or branch thereof 
or into any place that may impair the quality of the water 

of any well, lake, river, pond, spring, stream, reservoir, 
or other watercourse or any shore or branch thereof, any 

of the following, namely: 


(i) liquid or vapor having a temperature more than 150° 
Fahrenheit; 


(ii) matter which may contain more than fifteen parts per 
million by weight, of fat, oil, grease or other matter 
that is soluble in ether; 


(iii) gasoline, benzene, naptha, fuel oil or other inflam- 


mable or explosive liquid, gas or other substance; 


(iv) ashes, cinders, garbage, sand, mud, straw, shavings, 
metal, glass, rags, feathers, tar, plastic, wood, 
cellulose, manure, or any other solid, viscous or any 
colloidal matter; 


(v) matter having a pH lower than 5.5 or higher than 9.5, 
or having any other corrosive property which may cause 
damage to the sewerage works, or injury to any person; 


(vi) any matter of such a nature and in such concentration 


as may cause death or injury to any person, fish, 
animal, or bird, or damage to any property. 
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(e) 


(vii) any matter containing suspended solids exceeding 
twenty parts per million by weight, or which will not 
readily pass through a quarter-inch screen; 


(viii) any waste capable of creating a public nuisance by 
reason of its noxious or malodorous qualities or 
otherwise; 


(ix) any matter in which the biochemical oxygen demand 
exceeds fifteen parts per million by weight; — 


(x) any coloured matter from which the colour is not capable 
of being removed, or from which the colour is capable 
of being removed by adding not more than four parts 
of water without colour to one part of the coloured 
matter; 


(xi) any matter containing any of the following materials 
in excess of the following concentrations: 


Phenolic Equivalents 20 parts per billion by weight 
Cyanides as "HCN" : 0.1 parts per million by weight 
Cadmium as "Cd" 1.0 parts per million by weight 
Chromium as "Cr" 1.0 parts per million by weight 
(Hexavalent) 

Copper as "Cu" | 3 parts per million by weight 
Zineuas "Zine 15 parts per million by weight 

Iron as "Fe" 17 parts per million by weight 
Chlorides as "Cl" 1500 parts per million by weight 
Sulphates as "S04" 1500 parts per million by weight, or 


(xii) any matter in which the median coliform count exceeds 
2400 per hundred millilitres. 


Discharge to Sanitary Sewers. No person shall discharge 

or allow the discharge directly or indirectly into any sanitary 
sewer, or into any connection to any sanitary sewer, of any 
of the following, namely: 


(i) any storm water, surface water, ground water, roof 
run-off, sub-surface drainage, cooling water or un- 
polluted industrial wastes; 


(ii) any liquid or vapor having a temperature higher than 
150° Fahrenheit; 


(iii) any matter which may contain more than 100 parts 
per million by weight, of fat, oil or grease of animal 
or vegetable origin or 10 parts per million by weight, of 
oil or grease of mineral origin; 
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(iv) any gasoline, benzene, naptha, fuel oil, acetone, 
solvents or other inflammable or explosive liquid, gas 
or other substance; 


(v) any garbage that has not been properly shredded; 


(vi) any ashes, cinders, sand, mud, straw, shavings, 
metal, glass, rags, feathers, tar plastics, wood, 
cellulose, manure or any other solid or viscous substance 
capable of causing obstruction to the flow in sewers, 
or other interference with the proper operation of the 
sewage works; 


(vii) any matter having pH lower than 5.5 or higher than 
9.5 or having any other corrosive property capable of 
causing damage to structures, equipment and personnel 
of the sewerage works; 


(viii) any liquid matter containing suspended solids exceeding 
350 parts per million by weight; 


(ix) any matter in which the five-day biochemical oxygen 
demand exceeds 300 parts per million by weight; 


(x) any wastes containing a toxic or poisonous substance 
in sufficient quantity to injure or interfere with any 
sewage treatment process, or which might constitute 
a hazard to humans or animals or create any hazard in the 
receiving waters of the effluent from the sewage treat- 
ment plant; and for the purpose of this by-law the 
following. shall be within the meaning of this clause, 
namely: metals or chemicals such as chanide, 
hexavalent, chromium, phenols, or copper whose 
concentrations are more than the following: 


Chromium as "Cr" 3 parts per million by weight 
(Hexavalent) 

Cyanide as "HCN" 2 parts per million by weight 
Phenol or equivalent 50 parts per billion by ern 
Copper as "Cr" 1 part per million by weight 


(xi) any waste capable of creating a public nuisance by 
reason of its noxious or malodorous qualities or other- 
wise; or 


(xii) any other substance of such a kind or in such quantity 
or condition as to be capable of interfering with the 
proper operation of sewerage works. 


PRIVATE SEWAGE DISPOSAL 


It shall be unlawful for any person to place or deposit, or 
permit to be placed or deposited in an unsanitary manner 
upon public or private property within the Township of 
Saltfleet, or in any area under the jurisdiction of said 
Township, any human or animal excrement, garbage, or 
other objectionable waste except as approved by the 
Health Officer. 
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(b) The owner of any house, building or property used for 
human occupancy, employment, recreation or amusement 
situated within the Township and abutting on any public 
highway, street, alley or right-of-way in which there is 
now or may hereafter be a public sanitary sewer within one 
hundred feet (100') of the property line, is required at his 
expense to install suitable toilet facilities therein, and to 
connect such facilities and all sinks and floor drains directly 
with the proper public sanitary sewer in accordance with 
the provisions of this By-law, and to discontinue the use of 
any septic tank, cesspool and similar private sewage 
disposal facilities within ninety days (90) after receipt of 
written notice to do so given by the Health Officer. 


(c) Where a public sanitary sewer is not available under the 
provisions of this By-law, the building sewer shall be con- 
nected to a private sewage disposal system complying 
with the requirements of the Wentworth County Health 
Unit. The owner shall, at the owner's expense, operate 
and maintain such private sewage disposal facilities in a 
sanitary manner at all times. 


(a) The owner of any house, building or property used for 
human occupancy, employment, recreation or amusement 
situated within the Township and abutting on any public 
highway, street, alley or right-of-way in which there is 
now or hereafter may be located a public storm sewer within 
one hundred (100') feet of the property line is required at 
his expense to connect his roof drainage and weeping 
tiles directly with the proper public storm sewer in accord- 
ance with the provisions of this By-law within ninety days 
(90) after receipt of written notice to do so given by the 
Township. 


SEWER CONNECTIONS 


7M (a) No unauthorized person shall uncover, make any- connections 
with or opening into, alter or disturb any public sewer or 
appurtenance thereof. 


a 


(b) All excavations for building sewer and sewer connection 
installations shall be adequately guarded with barricades 
and lights to protect the public from injury. Streets, side- 
walks, parkways and other public property disturbed in the 
course of the work shall be restored in a manner satisfactory 
to the Township. 


(c) No sewer connection shall be constructed or maintained on 
any public highway, street, alley, right-of-way or other 
public land, except by the Township or under a contract 
or agreement with the Township. The Owner shall at his 
expense provide such performance and maintenance 
guarantees and liability insurance as shall be required by 
the Township in connection with any work done by the owner 
or the owner's contractor pursuant to an agreement with 
the Township; and the work shall be subject to the super- 
vision and inspection of the Engineer and Plumbing Inspector 
and shall comply with all Township by-laws and regulations. 


(a) The Engineer may order the temporary disconnection of any 
sewer connection whenever he may consider it necessary, 
for such period as he may consider necessary, and during 
such time no person shall use or permit the use of such 
connection. 
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PERMIT FOR INSTALLATION OR REPAIR OF SEWER CONNECTION 


Saving and excepting work done by duly authorized servants of 
the Township, no person shall perform or commence any work of 
installation, alteration or repair of the whole or any part of - 

any sewer connection without a permit signed by the Engineer and 
without previously depositing with the Township Clerk and in- 
demnity bond conforming with the provisions of Section 7 hereof. 


APPLICATION FOR PERMIT 


Every application for a permit shall be made in the form hereunto 
annexed as Schedule "A" and shall be signed by the owner of the 
lands and premises proposed to be drained, or by his agent duly 
authorized in writing, and shall show the name and address of the 
person who is to do the work, and such application shall be de- 
livered to the office of the Engineer together with proper plans and 
specifications satisfactory to the Engineer at least three weeks 
before the commencement of the proposed work, and where the 
proposed work is to be performed on, in or under any public 
highway, easement, right-of-way or other lands under the jurisdic- 
tion of any government, municipality, agency or body other than 
the Township, the applicant shall also obtain written approval 
and consent for such work from such government, municipality, 
agency or body prior to making such application to the Township 
and shall deliver such written approval and consent to the office 
of the Engineer with his application. The owner shall be responsible 
for the completeness and accuracy of the information furnished 

on such application, plans and specifications. No person shall 
commence or perform any such work or any part thereof unless and 
until he shall have satisfied the Engineer that he is qualified to 
perform the said work in a competent and workmanlike manner 

and to the satisfaction of the Engineer. 


INDEMNITY BOND 


The indemnity bond to be given to the Township under the pro- 
visions of Section 5 hereof shall be a bond in the sum of 
$500,000.00 issued by a responsible surety company satisfactory 
to the Township Clerk and shall be satisfactory to the Township 
Clerk in both form and contents and shall provide that the said 
surety company shall indemnify the Township from and against 
all actions, claims, demands, suits and other proceedings which 
at any time after the date thereofshall or may be brought or pro- 
secuted against the Township by reason of any claim for damages 
or injury caused or alleged to be caused by the negligence of the 
owner of the said lands and premises or his agents, workman 

or contractors or by the negligent construction or poor workman~ 
ship of the said work and shall include indemnity to the Township 
for the cost of all works and repairs rendered necessary by or 
resulting from the excavations for and construction of the said 
works and the maintenance and repair of the same during a period 
of twelve months immediately following completion thereof. 
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MAINTENANCE 


The owner from time to time of the abutting lands served shall 

be responsible for the cost of repairing, clearing and maintain- 
ing in good condition all drains, including the building sewer and 
the sewer connection leading from the building or other parts of 
such lands to the public sewer whether the work is performed by 
or on behalf of the owner or by the Township. 


(a) 


PROHIBITION OF ACCESS 


No unauthorized person shall enter any sewer, sewer manhole, 
catch basin, dropshaft, tunnel, pumping station, pond, reser- 
voir, weir, flushing chamber, overflow chamber, or other 
municipal installation for the handling or treatment of waters, 
wastes or sewage. 


No unauthorized person shall uncover, make any connection 
with or opening into, use, alter, disturb, break, damage, 
destroy, deface, or tamper with any municipal sewer or any 
structure, appurtenance or equipment which is part of the 
municipal sewage works. 


RIGHT OF ENTRY 


The Engineer and Plumbing Inspector are authorized, at all reason- 
able times, to enter any building or premises for the purpose of 
inspection, observation, measurement, sampling and testing 
sewage or sewerage works. 


(a) 


(b) 


(c) 


(d) 


PENALTIES 


In the event that any person constructs a sewer connection 
in a manner Other than herein provided, the Engineer may 
order the re~excavation of the connection for the purpose of 
inspection and testing, and if necessary, reconstruction of 
the work, and the Engineer may require such work to be 
performed at the expense of the owner or disconnect the 
said sewer connection, in which case it shall not be re- 
constructed except with the approval of the Engineer. 


The continuation of a condition violating the provisions 
of this By-law shall be considered a violation, notwith- 
standing that such condition existed prior to the enact- 
ment hereof. 


Any person who contravenes the provisions of this By-law 
shall be guilty of an offence and upon conviction shall 

be liable to a fine in the discretion of the convicting 
Magistrate of an amount not less than fifty dollars ($50.00) 
for each violation. Each day in which any such violation 
shall continue shall be deemed a separate offence. Such 
penalties shall be exclusive of costs and shall be recoverable 
under the provisions of The Summary Convictions Act. 


Any person violating any of the provisions of this By-law, 
shall be liable to the Township for any expense, loss or 
damage sustained by the Township by reason of such 
violation. 
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VALIDITY 


Lae Every provision of this By-law is declared to be severable from 
the remainder of the By-law, and if any provision of this By-law 
shall be declared invalid by a Court of competent jurisdiction, 
such declaration shall not affect the remainder thereof. 


ENACTED this 12th day of March, A.D. 1965. 


L. THOMAS 
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SCHEDULE SAL 


Referred to in Section 6 of By-law Number 2326 
REQUEST FOR PERMISSION TO CONSTRUCT 
A SANITARY OR STORM SEWER CONNECTION 


D fistel sere nt ale or atetanctet els adevel el aiesstale ever ele: isis terete @ s'eip DC Lita eT OW NemnOn 
Sislb_ 6) e.0\e\ese1e 16 0, 6.66 (e\ebeiemata ste. ss e's ivi eisie 4p LOUENG: eis ciele slehe tie 6a e's ae uClCler On 
coerce ccoceesececveces, in the Township of Saltfleet, comprising 
cece cccocccceeese, hereby request permission from the Corporation of 
the Township of Saltfleet (hereinafter called the Corporation) to construct 
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COLlPOralion ON... esse ces seca veces se, the Glalnon sewer ior which such 
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soeeeeee, hereby agree with the Corporation of the Township 

of Saltfleet to restore the said street to as good a state of repair as it 

was in prior to the making of any excavation for such drain or sewer, and 
to the satisfaction of the Township Engineer, and to pay to the Corporation 
any expense it may be put to in filling up, restoring or making good such 
street to the satisfaction of the Township Engineer, whether such work 
shall be done by the Corporation immediately after completion of the 

works or subsequently by reason of settlement in the filling of the excavation 
or any defect in the construction of the drain or sewer. In consideration 
of being allowed to connect the premises aforesaid with the above mentioned 
NTSin SEWer ON osc we oda Se seshs es pcos es ge ss NerebDyvadree tomingemmiry 
and save the Corporation harmless from and against all claims for any 
damages which may arise or be caused through such connection with the 
sewer, from backwater, in consequence of the gorging of any sewer by 
excessive rain or flood waters, or by reason of the private drain not having 
sufficient fall to the public*sewer or Dy reason Of The vi. se 5 8s eee 6 ett sey 
sewer not having been laid at sufficient depth or becoming blocked through 
no fault of the Corporation and from and against all actions, claims, 
demands, suits and other proceedings which at any time after the date 
hereof shall or may be brought or prosecuted against the Corporation by 
reason of any claim for damages or injury caused or alleged to be caused by 
the negligence of the Corporation or by .........-, negligence or by the 
negligence of .......--25-e-, agents, workmen or contractors in doing and 
performing the said works and in saving harmless and protecting the 

public or any member thereof from damage or injury directly or indirectly 
resulting from the excavations for and the construction of such works and 
by the negligent construction or poor workmanship of the said works and 
shall include indemnity to the Corporation for the cost of all works and 
repairs rendered necessary by or resulting from the excavations for and 
construction of the said works and the maintenance and repair of the 

same during a period of twelve months immediately following completion 
thereof. 


oocccsey, further agree on behalf OF 56. aisc ecw ns 05M wu sieve meisialy 
and of all persons claiming under or through ...+.s.eeee-., WhO may at any 
time be possessed of or interested in the said lands to pay all sewer 
service charges provided and established from time to time by the Corporation 
and all other costs and expenses the Corporation may incur or be put to by 
reason of the construction of the said sewer or drain. 


DATED the 12th day of March, A.D., 1965. 


WITNESS: Se 
(Signature of Applicant) 


2 «6.8 2 2 2 US Bae © 6 2.8 DDS 62 0' 8D a 2 3. e686 @ eeeeeoeoceoeeoeevrevowveeeeevee 


(Address) 
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THE CORPORATION OF THE VILLAGE OF WATERDOWN 
BY-LAW NO. 942 


BEING a by-law to require the connection of private drains to the municipal 
sanitary sewers. 


WHEREAS The Corporation of the Village of Waterdown has deemed it 
advisable to extend the existing sanitary sewers into unserviced areas of 
the Village of Waterdown. 


AND WHEREAS pursuant to Section 379(1) 68 of the Municipal Act R.S.O. 
1960 as amended, a Municipality may recover the expenses of making 
such sanitary sewer connections as may be necessary, in like manner 
as-Municipal taxes. 


NOW THEREFORE THE COUNCIL OF THE CORPORATION OF THE VILLAGE OF 
WATERDOWN ENACTS AS FOLLOWS: 


1 Every owner of property within the limits of the Village of 
Waterdown, which property has frontage upon or access to a 
Municipal thoroughfare along which a Municipal sanitary sewer has 
been constructed and is in service, shall within three years from 
the completion of such Municipal sanitary sewer or the passing 
of this by-law, whichever shall be the later, connect any and all 
private drains on such property to the said Municipal sanitary 
SEWEL. 


ose Every owner of property, prior to connecting any private drains 
to the Municipal sanitary sewer, shall make application to the 
Clerk-Treasurer of the Corporation of the Village of Waterdown, 
for a drain permit. 


3 In the event an owner of property has not connected any and all 
private drains on his property to the Municipal sanitary sewer as 
hereinbefore provided, upon the expiration of 30 days notice in 
writing given by the Corporation of the Village of Waterdown to 
such owner by prepaid, first-class mail, the Corporation of the 
Village of Waterdown may enter upon the lands of the owner and 
connect any and all private drains as may be necessary to the 
municipal sanitary sewer. 


4. The Corporation of the Village of Waterdown where it has entered 
upon such lands to make sanitary sewer connections as provided 
herein, may recover the expense incurred thereby in like manner 
as municipal taxes. 


READ A FIRST AND SECOND TIME this 20th day of September, A.D. 1971. 


R. N. McNairn A. McPherson 


eoeeeoeceeveeoevr ee eeevoreeree*eoeoe eee eee @eeeovoemeeeeteeevoeeeereeeeees @ 


REEVE CLERK 


READ A THIRD TIME AND PASSED this 20th day of September, A.D. 1971. 


© £28 83. 678.4 2 Ae MePherson 


REEVE CLERK 
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THE CORPORATION OF THE VILLAGE OF WATERDOWN 


BY-LAW NO. 736 
AS AMENDED BY BY-LAW NO. 962 


A BY-LAW to regulate the use of public and private sewers and drains, 
private sewage disposal, the installation and connection of building 
sewers, and the discharge of waters and wastes into the public sewer 
systems; and providing penalties for violations thereof, in the Village 
of Waterdown. . 


BE IT ENACTED by the Council of the Village of Waterdown, as follows: 


DEFINITIONS 


1 Res Unless the context specifically indicates otherwise, the meaning 
of the terms used in the By-Law shall be as follows: 


(a) 


(b) 


(c) 


(e) 


(£) 


(g) 


"sewage works", shall mean all facilities for collecting, 
pumping, treating, and disposing of sewage. 


"superintendent", shall mean the Clerk Inspector of the 
Village of Waterdown, or his authorized Deputy, agent or 
representative. 


"sewage", shall mean a combination of the water-carried 
wastes from residences, business buildings, institutions, 
and industrial establishments, together with such ground, 
surface and storm waters as may be present. 


"sewer", shall mean a pipe or conduit for carrying sewage. 


"public sewer", shall mean a sewer in which all owners of 
abutting properties have equal rights and is controlled by 
public authority. 


"sanitary sewer", shall mean a sewer which carries sewage 
and to which storm, surface and ground waters are not in- 
tentionally admitted. 


"storm sewer" or "storm drain", shall mean a sewer which ' 
carries storm and surface waters and drainage, but excludes 
sewage and polluted industrial wastes. 


"sewage treatment plant", shall mean any arrangement of 
devices and structures used for treating sewage. 


"industrial wastes", shall mean the liquid wastes from 
industrial processes as distinct from sanitary sewage. 


"garbage", shall mean solid wastes from the preparation, 
cooking and dispensing of food, and from the handling, 
storage and sale of produce. 


"building drain", shall mean that part of the lowest horizontal 
piping of a drainage system which receives the discharge 

from soil, waste and other drainage pipes inside the walls of 
the building and conveys it to the building sewer, beginning 
five feet outside the inner face of the building wall. 
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(1) 


(m) 


(n) 


(0) 


(p) 


(q) 


(r) 


(s) 
(t) 


(a) 


(b) 


(c) 


(a) 


"building sewer", shall mean the extension from the building 
drain to the public sewer or other place of disposal. 


"B.O.D.", (denoting Biochemical Oxygen Demand) shall 
mean the quantity of oxygen utilized in the biochemical 
oxidation organic matter under standard laboratory procedure 
in five days at 20 degrees C., expressed parts per million by 
weight. 


"nbH", shall mean the logarithm of the reciprocal of the 
weight of hydrogenions in grams per litre of solution. 


"suspended solids", shall mean solids that either float 
on the surface of, or are tn suspension in water, sewage, 
or other liquids, and which are removable by laboratory 
filtering. 


"natural outlet", shall mean any outlet into a watercourse, 
pond, ditch, lake or other body of surface or ground water. 


"watercourse", shall mean a channel in which a flow of water 
occurs, either continuously or intermittently. 


"person", shall mean any individual, firm, company association, 
society, corporation or group. 


"shall", is mandatory; "may", is permissive. 


"health officer", shall mean the Medical Officer of Health, 
or his authorized Deputy, agent or representative. 


USE OF PUBLIC SEWERS REQUIRED 


it shall be unlawful for any person to place, deposit, or 
permit to be deposited in an insanitary manner upon public or 
private property within the Village of Waterdown or in any 
area under the jurisdiction of the said Village any human or 
animal excrement, garbage, or: other objectionable waste. | 


it shall be unlawful to discharge to any natural outlet 
within the Village of Waterdown, or in any area under the 
jurisdiction of said Village, any sanitary sewage, industrial 
wastes, or any polluted waters, except where suitable 
treatment has been provided in accordance with subsequent 
provisions of this by-law. 


except as hereinafter provided, it shall be unlawful to 
construct or maintain any privy, privy vault, septic tank, 
cesspool, or other facility intended or used for the dis- 
of sewage. 


the owner of all houses, buildings, or properties used for 
human occupancy, employment, recreation, or other pur- 
pose, situated within the Boundaries of the Village of 
Waterdown and abutting on any street, alley or right-of 
~way in which there is now located or may in the future be 
located a public sanitary or combined sewer of the Village 
of Waterdown, is hereby required at his expense to install 
suitable toilet facilities therein, and to connect such 
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(b) 


(c) 


(d) 


storm water and all other unpolluted drainage shall be discharged 
to such sewers as are specifically disignated storm sewers, 

or to a natural outlet approved by the Superintendent, In- 
dustrial cooling water or unpolluted process waters may be 
discharged upon approval of the superintendent, to a storm 
sewer or natural outlet. No other waste or drainage shall 

be permitted to be discharged into any storm sewer. 


except as hereinafter provided, no person shall discharge 
or cause to be discharged any of the following described 
waters or wastes to any public sewer. 


(1) any liquid or vapor having a temperature higher than 
150 bs 


(2) any water or waste which may contain more than 10 parts 
per million by weight, of fat, oil or grease of mineral 
origin or which may contain more than 100 parts per million, 
by weight of fat, oil or grease of animal or vegetable 
origin. 


(3) any gasoline, benzene, naptha, fuel oil, or other 
flammable or explosive liquid, solid or gas. 


(4) any garbage whether shredded or not. 


(5) ashes, cinders, sand, mud, straw, shavings, metal, 
glass, rags, feathers, tar, plastics, wood, paunch 
manure, or any Other solid or viscous substance capable of 
causing obstruction to the flow in sewers or other inter- 
ference with the proper operation of the sewage works. 


(6) any waters or wastes having a pH lower than 5.5 or 
higher than 9.5 or having any other corrosive property 
capable of causing damage or hazard to structures, 
equipment and personnel of the sewage works. 


(7) any waters or wastes containing a toxic or poisonous 
substance in sufficient quantity to injure or interfere 
with any sewage treatment process, constitute a hazard 
to humans or animals, or create any hazard in the re- 
ceiving waters of the sewage treatment plant. 


(8) any waters or wastes containing suspended solids of 
such character and quantity that unusual attention or 
expenses is required to handle such materials at the sewage 
treatment plant. 


(9) any noxious or malodorous gas or substance capable of 
creating a public nuisance. 


grease, oil, and sand interceptors shall be provided at the 
expense of the owner when, in the opinion of the Super- 
intendent they are necessary for the proper handling of 
liguid wastes containing grease in excessive amounts, or 
any flammable wastes, sand and other harmful ingredients; 
except that such interceptors shall not be required for 
private living quarters or dwelling units. All interceptors 
shall be of a type and capacity approved by the Village of 
Waterdown shall be located as to be readily and easily 
accessible for cleaning and inspection. 
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(e) 


(£) 


(h) 


(1) grease and oil interceptors shall be constructed of 
impervious materials capable of standing abrupt and 
extreme changes in temperature. They shall be of 
substantial construction, watertight, and equipped with 
easily removable covers which when bolted in place shall 
be gastight and watertight. 


where installed, all grease, oil and sand interceptors shall 
be maintained by the owner, at his expense, in continuously 
efficient operation at all times. 


the admission into the public sewers of any waters or wastes 
having: 


(a) a five-day biochemical Oxygen Demand greater than 300 
parts per million by weight, or 


(b) containing more than 350 parts per million by weight 
of suspended solids, or 


(c) containing any quantity of substances having the charac- 
teristics described in Section 5(c), or 


(d) having an average daily flow greater than 2% of the 
average daily sewage flow of the Village, shall be 
subject to the review and épproval of the superintendent. 


where necessary in the opinion of the Superintendent, the 
owner shall provide, at his expense, such preliminary 
treatments as may be necessary to: 


(a) reduce the Biochemical Oxygen Demand to 300 parts per 
million and the suspended solids to 350 parts per 
million by weight, or 


(b) reduce objectionable characteristics or constituents to 
within the maximum limits provided for in Section 5(c) or, 


(c) control the quantities and rates of discharge of such 
waters or wastes. 


plans, specifications, and any other pertinent information 
related to proposed preliminary treatment facilities shall 

be submitted for the approval of the Superintendent and no 
construction of such facilities shall be commenced until said 
approvals are obtained in writing. 


where preliminary treatment facilities are provided for any 
waters or wastes they shall be maintained continuously in 
effective operation, by the owner, at his expense to the 
satisfaction of the Village of Waterdown. 


when required by the Superintendent, the owner of any 
property served by a building sewer carrying industrial 
wastes shall install a suitable control manhole in the building 
sewer to facilitate observation, sampling and measurement 


of the wastes. Such manhole, when required shall be accessibly 


and safely located, and shall be constructed in accordance 


with plans approved by the Superintendent. .The manhole shall 


‘be installed by the owner at his expense and shall be main- 


tained by him so as to be safe and accessible at all times. 
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(i) 


(3) 


(a) 


(a) 


(a) 


(b) 


all measurements, tests and analysis of the characteristics 
of water and wastes to which reference is made in Sections 
5(c) and 5(£) shall be determined in accordance with "Standard 
Methods for the Examination of Water and Sewage", and shall 
be determined at the control manhole provided for in Section 
5(h) or upon suitable samples taken at said control manhole. 
In the event that no special manhole has been required, the 
control manhole shall be considered to be the nearest 
downstream manhole in the public sewer to the point at which 
the building sewer is connected. 


no statement contained in this article shall be construed as 
preventing any special agreement or arrangement between 
the Village of Waterdown and any industrial concern wherby 
an industrial waste of unusual strength or character may be 
accepted by the Village for treatment, subject to payment, 
therefore, by the industrial concern. 


~ _PROTECTION FROM DAMAGE 


no unauthorized person shall maliciously, willfully, or 
negligently break, damage, destroy, uncover, deface or 
tamper with any structure, appurtenance, or equipment which 
is a part of the municipal sewage works. Any person violating 
this provision shall be subject to immediate arrest under 
charge of disorderly conduct. 


POWERS AND AUTHORITY OF INSPECTORS 


the Superintendent and other duly authorized employees 

and / or agents of the Village of Waterdown bearing proper 
credentials and identification shall be permitted to enter 

upon all properties for the purpose of inspection, observation, 
measurements, sampling, testing, in accordance with the 
provisions of this By-law. 


PENALTIES 


any person found to be violating any provision of this By- 
law except Section 6(a) shall be served by the the Village of 
Waterdown with written notice stating the nature of the 
violation and providing a reasonable time limit for the satis- 
factory correction thereof. The offender shall, within the 
period of time stated in such notice, permanently cease all 


violations, 


any person who shall continue any violation beyond the time 
limit provided for in Section 8(a) shall be guilty of a mis- 
demeanor, and upon conviction thereof shall be fined in an 
amount not exceeding Two Hundred (200.00) Dollars for each 
violation. Each day in which any such violation shall con- 
tinue shall be deemed a separate offence. 
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(a) 


(b) 


(c) 


(b) 


(c) 


(a) 


facilities directly with the proper public sewer in accordance 
with the provisions of this by-law, within ninety (90) days 
after date of official notice to do so, provided that said 
public sewer is within one hundred (100) feet of the property 
line. 


PRIVATE SEWAGE DISPOSAL 


where a public sanitary or combined sewer is not available 
under the provisions of Section 2(d), the building sewer 
shall be connected to a private sewage disposal system 
complying with the requirements of the Health Officer. 


at such time as a public sewer becomes available to a 
property served by a private sewage disposal system, 

if notice has been given as provided in Section 2(d), 

a direct connection shall be made to the public sewer in 
compliance with this by-law, and septic tanks, cesspools, 
and similar private sewage disposal facilities shall be 
abandoned and filled with suitable material. 


the owner shall operate and maintain the private sewage 
disposal facilities in a sanitary manner at all times, at no 
expense to the Village of Waterdown. . 


BUILDING SEWERS AND CONNECTIONS 


no unauthorized parson shall uncover, make any connections 
with or opening into, use, alter, or disturb any public 
sewer or appurtenance thereof without the prior written 
approval of the Village of Waterdown. 


all excavations for building sewer installations shall be ade- 
quately guarded with barricades and lights so as to protect 
the public from hazard. Streets, sidewalks, parkways and 
other public property disturbed in the course of the work shall 


be restored inamanner satisfactory to the Village of Waterdown. 


Any person making any excavation or trench shall comply with 
the provisions of the Trench Excavators Protection Act, 1954, 
and Amendments thereto. 


an authorized person shall be a plumber or drainman who has 
been properly licensed as a plumber or drainman under the 
By-laws of the Village of Waterdown and who has specific 
authority from the Village to carry out the work in hand. 


USE OF THE PUBLIC SEWERS 
no person shall discharge or cause to be discharged any 
stormwater, surface water, ground water roof run-off, sub- 
surface drainage, cooling water or unpolluted industrial 
process waters to any sanitary sewer but this shall not 
prohibit cellar drains and connected weeping tile from being 
discharged into any sanitary sewer. All roof drains must be 
carried six (6) feet away from the building or connected to a 
storm sewer. 
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(c) any person violating any of the provisions of this By-law 
shall become liable to the Village of Waterdown for any 
expense, loss or damage occasioned the Village of Waterdown 
by reason of such violation. 


VALIDITY 


‘9. (a) all By-laws or parts of By-laws in conflict herewith are 
hereby repealed. 


(b) the invalidity of any section, clause, sentence, or pro- 
visions of this By-law shall not affect the validity of any 
other part of this By-law which can be given effect with- 
out such invalid part or parts. 


AS This By-law shall be deemed to be passed under the authority of 
Section 379(1), paragraphs 70 and 125, of The Municipal Act, 
Tey ic LOO Ur 


READ A FIRST AND SECOND TIME THIS Sth day of April, A.D., 1965. 


O. Gunby | J. A. Stinson 


eoeotreteeceeceaoeeoecee sew eee eee 


O. Gunby pala J. A. .Stinson 
REEVE CLERK 
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THE CORPORATION OF THE VILLAGE OF WATERDOWN _ 


BY-LAW NO. 944 


BEING a by-law requiring the fluoridation of the public water supply of 
the Village of Waterdown. 


WHEREAS Section 5, subsection 1, of The Fluoridation Act, 1960-61, 
chapter 30, provides, inter alia, that where a waterworks system is 
operated by or for two or more local municipalities, the body operating 

the waterworks system shall establish, maintain and operate a fluoridation 
system in connection therewith, only after the councils of a majority or 
such municipalities have passed a by-law requiring the fluoridation of 

the water supply of their respective municipalities; 


AND WHEREAS the waterworks system is operated by the Corporation of 
the Town of Burlington and the Corporation of the Village of Waterdown 
is proposing to connect to and obtain water from the waterworks system 
of the Corporation of the Town of Burlington; 


AND WHEREAS the Corporation of the Town of Burlington have passed 
a by-law requiring the fluoridation of its water supply; 


AND WHEREAS the Council of the Corporation of the Village of Waterdown 
deems it necessary to enact a by-law requiring its water supply to be 
fluoridated. 


NOW THEREFORE THE COUNCIL OF THE CORPORATION OF THE VILLAGE 
OF WATERDOWN ENACTS AS FOLLOWS: 


Ls There shall be established, maintained and operated in connection 
with the waterworks system to the Corporation of the Village of 
Waterdown, a fluoridation system as defined in the Fluoridation 
Act, 1960-61, chapter 30, Statutes of Ontario. 


READ A FIRST AND SECOND TIME this 4th day of October, A.D., 1971. 


‘G. Fellowes A. McPherson 


O..% 6) 6:6 & 0 (6 (0) 0" e)'6) 0Le Tee eeoc4eoeeoe ¢ © eoceouececovoeoeveocexee ee & © eeees 


ACTING REEVE CLERK 


READ A THIRD TIME AND PASSED this Ath day of October, A.D., 1971. | 


G. Fellowes A. McPherson 
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THE CORPORATION OF THE TOWNSHIP OF GLANFORD 


BY-LAW NO. 1209 


A BY-LAW for regulating and controlling the disposal of sewage. 


WHEREAS Section 354, chapter 284, paragraph 72 and 74 of the Municipal 
Act, R.S.O. 1970 empowers the Council of a local municipality to pass 
such by-laws for the purposes specifies herein; 


NO 'V THEREFORE THE COUNCIL OF THE CORPORATION OF THE TOWNSHIP 
OF GLANFORD ENACTS AS FOLLOWS: 


ae (a) "sewage", includes treated and untreated human excrement, 
sludge, wash water, septic tank contents, or any type of 
industrial waste. 


(b) "contractor", shall mean any person who undertakes to 
dispose sewage in any other manner than by an underground 
sewage disposal system and shall particularly mean any 
person regularly engaged in the business of pumping, 
cleaning and examining, or in any way altering private, 
public, or industrial sewage disposal systems. 


(c) "watercourse", includes a river, stream, creek, or other 
natural watercourse, a ditch or drain or other artificial 
watercourse, and a pond or lake. 


(d) "medical officer of health", means the Medical Officer of 
Health, or any Acting Medical Officer of Health of the 
Hamilton-Wentworth Health Unit. 


(e) "inspector", means any Certifies Public Health Inspector 


employed by the Hamilton-Wentworth Health Unit or any 
Inspector employed by the Municipality. . 


Lin No person shall dump or otherwise dispose of sewage in this 
Municipality within twelve humdred feet of a dwelling except 
with the permission of the owner. 


ce No contractor shall dump or dispose sewage within this Municipality, 
except as provided in subsection (d) of this Section: 
(a) Within twelve hundred feet of a dwelling, highway, or road. 
(b) Within five hundred feet of a well. 
(c) Within two hundred feet of a watercourse, or into a swale or 
depression where the slope of the land is such that sewage 


is likely to wash into a watercourse. 


(a) Into a storm sewer or storm drain or into any sewage disposal 
system unless the permission of the operator is first obtained. 


(e) In any other place where sewage could create a hazard to 
health in the opinion of the Medical Officer of Health. 


A-3.81 


Eire Pd. 
wie rep 


é iyi “ie ‘fs 


5 u = 3 ’ 


i p 7 i itil, "ah 
wh: alee fas? th 
HM Art of oe my at 


- =a 
SS ieee 
as i ha “ee 
: aches 


aly pA 
id 7 _ So 
es ‘ica ve 
wt cnet 
rpeat 


eP 


10. 


ll. 


No contractor shall dump or otherwise dispose of sewage inthis 
Municipality without a permit from the Hamilton-Wentworth Health 
Unit and at the place and in the manner provided in the permit 


No person owning or occupying land in the Township of Glanford 
shall permit sewage to be dumped or otherwise disposed of on any 
part of such land unless the person so doing has a permit to do 
SO. 


A permit to dump or otherwise dispose of sewage in the Township 
of Glanford may be issued by the Hamilton-Wentworth Health 
Unit without charge to any person who applies in writing for one 
if the application sufficiently describes the proposed place and 
the proposed place is not contrary to this By-law. 


A permit shall be valid only for one year from the date upon which 
it is issued. 


A permit shall describe the place where sewage may be dumped 
or disposed of and may be limited as to quantity, time, type of 
sewage, the time within which sewage is to be cultivated into the 
ground, the type of vehicle it is to be transported in, and the 
route to be taken. 


A copy of every permit issued shall be sent by the Hamilton~- 
Wentworth Health Unit to the Clerk of this Municipality. The 
Hamilton-Wentworth Health Unit shall report any breach of this 
By-law by a permit holder to the Council and the Council may 
cancel the permit. 


Any person who contravenes this By-law is liable to a fine of 
not more thn $500.00 exclusive of cost. 


This By-law shall take effect on the day of passing June 4th 
1973. 


PASSED in Council this 4th day of June, A.D., 1973. 


Ree. Bachem. eee Pee Guyer ss 


REEVE CLERK 
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THE CORPORATION OF THE TOWNSHIP OF BINBROOK 


BY-LAW NO. 926 


A BY-LAW for regulating the filling up, draining, cleaning, clearing of 
any ground, yard, or vacant lot and the laying, altering, re-layering 
or repairing of private drains and for making any other regulations for 
sewage or drainage that may be deemed necessary. © 


WHEREAS Section 379, Subsection 68, and 69, of the Municipal Act, 
R.&.O. 1960 empowers the Council of a local municipality to pass 
By-laws for the purposes specified herein, 


NOW THEREFORE THE COUNCIL OF THE CORPORATION OF THE TOWNSHIP 
OF BINBROOK HEREBY ENACTS AS FOLLOWS: 


Le (a) "drain", includes a ditch, channel, tile line, or pipe for 
carrying water or sewage. 


(b) "sewage", includes treated and untreated human excrement 
sludge, wash water, and septic tank contents and effluent. 


(c) "medical officer of health", means the Medical Officer of 
Health or any Acting Medical Officer of Health, of the 
Wentworth County Health Unit. 


(d) "health inspector", means any certified Public Health 
Inspector employed by Wentworth County Health Unit. 


on No person shall alter drains which provide distribution, or 
absorption of sewage, or any outlet for sewage, without the 
knowledge and consent of a health inspector, nor shall anyone 
perform any act or make any change in the immediate vicinity 
which would interfere with the intended function of such a drain 
or cause a health hazard by reason of such work or change, in 
the opinion of the Medical Officer of Health, e.g. the 
installation of a swimming pool on or near a septic disposal 
bed, or the use of heavy machinery or truck, the planting of 
trees, or interference with surface drainage or evaporation over 
such a bed. 


No person shall on his property accumulate, or allow the 
accumulation thereon of sewage, litter, junk, household appliance 
or furniture, lumber, garbage or any type of animal, vegetable or 
mineral matter including industrial waste, which may in the 
opinion of the Medical Officer of Health, be a hazard to health 

or which permits or encourages infestation by insects, birds, 
rodents, or other animals which could create a health nuisance. 


OO 
° 


4. In every reasonable way, particularly in built-up areas, Owners 
of property must try to assure good surface drainage of their 
premises and must fill up any hole, pit, open well, cistern, 
pond or excavation, which an inspector considers a hazardous 
situation for humans, particularly children. 


os The owner of any property upon which sewage is ponding or in 
any way, surfacing, shall on reasonable notice by the Medical 
Officer of Health, take such corrective measures as the Medical 
Officer of Health may rescribe in order to remove such health’ 
hazard. 
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6. Every person who contravenes this By-law is liable to a fine of 
not more than $500.00, exclusive of costs. 


a This By-Law shall take effect on the 5th day of February, A.D. 1968. 


PASSED. in council this 5th day of February A.D., 1968. 


C. Switzer Dyed 


REEVE CLERK 
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THE CORPORATION OF THE TOWNSHIP OF BINBROOK 


BY-LAW NO. 927 


A BY-LAW for regulating and controlling the disposal of sewage. 


WHEREAS Section 379, Subsections 69 and 72, of the Municipal Act, 
R.§.O. 1960 and Section 31, Subsection 21, chapter 296, of the 
Planning Act R.S.O. 1960 empowers the Council of a local municipality 
to pass such By-laws for the purposes specified herein, 


NOW THEREFORE THE COUNCIL OF THE CORPORATION OF THE TOWNSHIP 
OF BINBROOK ENACTS AS FOLLOWS: 


Ls (a) 


(c) 


(d) 


(e) 


"sewer", includes treated and untreated human excrement, 
sludge, wash water, septic tank contents, or any type of 
industrial waste. 


"contractor", shall mean any person who undertakes to 
dispose of sewage in any other manner than by an under- 
ground sewage disposal system and shall particularly 
mean any person regularly engaged in the business of 
pumping, cleaning, and examining, or in anyway altering 
private, public, or industrial sewage disposal system. 


"watercourse", includes a river, stream, creek, or other 
natural watercourse, a ditch or drain or other artificial 
watercourse, and a pond or lake, including Lake Ontario. 


"medical officer of health "| means the Medical Officer 
of Health, or any Acting Medical Officer of Health of the 
Wentworth County Health Unit. 


"inspector", means any Certified Public Health Inspector 
employed by Wentworth County Health Unit or any inspector 
employed by the Municipality. 


Lis No person shall dump or otherwise dispose of sewage in this 
Municipality, within 1200 feet of a dwelling except with the 
permission of the owner. 


Bis No contractor shall dump or dispose of sewage within this 


7 


Municipality, except as provided in subsection (ad) of this section: 


(a) 


within 1200 feet of a dwelling, highway, or road. 

within 500 feet of a well. 

within 250 feet of a watercourse, or into a swale or de- 
pression where the slope of the land is such that sewage 
is likely to wash into a watercourse. 

into a storm sewer or storm drain or into any sewage dis- 
posal system unless the permission of the operator is first 


obtained. 


in any other place where sewage could create a hazard to 
health in the opinion of the Medical Officer of Health. 
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4. No contractor shall dump or otherwise dispose of sewage in this 
Municipality without a permit from the Wentworth County Health 
Unit and at the place and in the manner provided in the permit. 


ove No person owning or occupying land in the Township of Binbrook 
shall permit sewage to be dumped or otherwise disposed of on 
any part of such land unless the person so doing has a permit 
to dorso;. 


6. - Apermit to dump or otherwise dispose of sewage in the Township 
of Binbrook may be issued by the Wentworth County Health Unit 
without charge to any person who applies in writing for one if the 
proposed place is not contrary to this By-law. 


Tas A permit shall be valid only for one year from the date upon which 
it. is issued. 


Sue A permit shall describe the place where sewage may be dumped 
or disposed of, and may be limited as to quantity, time, type 
of sewage, the time within which sewage is to be cultivated into 
the ground, the type of vehicle it is to be transported in, and the 
route to be taken. 


9. A copy of every permit issued shall be sent forthwith by the 
Wentworth County Health Unit to the Clerk of this Municipality. 
The Wentworth County Health Unit shall report any breach of 
this By-law by a permit holder to the Council, and the Council 
may cancel the permit. 


EO. Every person who contravenes this By-law is liable to a fine of 
not more than $500.00, exclusive of costs. 


156 This By-law shall take effect on the 5th day of February, A.D. 1968. 


PASSED in Council this 5th day of February, A.D. 1968. 


@. Switzer D. Bell 
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REEVE CLERK 
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